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L. BLAFFER, 
vice president 
, and treasurer 


of Humble Oil & 
Refining Co., Hous- 


has occupied 

present posi- 

tion almost from 

the inception of 

the corporation in 1917. In that year, 
the partnership oil properties of Mr. Blaf- 
fer and W. S. Farish, now president of 
the Humble Oil & Refining Co., were 
merged with holdings of Harry C. Wiess 
and others into a reorganized corporation 
that embraced the earlier Humble Oil Co., 
headed by Ross S. Sterling. 

Later, stock control of the reorganized 
company was sold to the Standard Oil Co. 
of New Jersey. When Mr. Sterling re- 
signed to devote his time to city build- 
ing and enterprises other than oil, Messrs. 


ton, 
his 


Blank-Stoller, Inc. 


Farish, Blaffer and Wiess remained the 
outstanding members of the original Hum- 
ble group. , 

Mr. Blaffer, who was born of a New 
Orleans banking family, Aug. 5, 1875, 
completed his education at Tulane Uni- 
versity in 1897. Hethen entered the fuel 
business, migrating to Beaumont in Spin- 
dletop days, in 1902, where he was first 
connected with Southern Pacific railroad 
affairs. He then became associated with 
Mr. Farish in early Gulf Coastal oil de- 
velopment. 
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Many Auto Supplies Manufacturers 
Favor Oil Station Outlets 


CLEVELAND, Nov. 22 


ANY manufacturers of 
automobile replace- 
ment parts and sup- 


plies, in Cleveland recently to 
attend the show of the Motor 
& Equipment Association and 
National Standard Parts Asso- 
ciation, favor the oil company 
service station as an outlet for 
their goods. Some do not. 


One large question, however, 
perplexes the manufacturers. 
That question is, how will the 
selling of equipment and sup- 
plies by oil companies affect the 
manufacturers’ standing with 
the jobbers who have always 
been their outlets? 


In few industries, in recent 
years, has so much dependence 
been placed on the jobbers for 
distribution as in the automo- 
bile parts and supply business. 
Garages, car dealers and acces- 
sory stores have drawn on the 
jobbers for their merchandise 
and not the manufacturers. Be- 
cause of this dependence many 
manufacturers are reticent 
about indorsing the oil company 
station as an outlet for their 
goods unless the oil companies 
would buy from the jobbers. 

The manufacturers realize 
that the large oil companies 
would not agree to buy from 
the jobbers because they would 
want to absorb themselves the 


November 26, 1930 


By Roger B. Stafford 


N. P. No STAFF WRITER 


discount the jobbers’ receive 
from the manufacturers. 
But the manufacturers agree 
that the jobber is not in 
position to give the wide distri- 
bution the oil companies can. 


It was suggested by some 
manufacturers that unbranded 
stocks might be made up for oil 
companies on which goods the 
oil markets might place their 
own brand name. Some believe, 
however, that unless the oil 
companies buy from the job- 
bers, there is little chance to 
get numerous lines of standard 
brand, nationally advertised 
goods. There was no _ indica- 
tion, however, that manufactur- 
ers would not retreat from this 
position should they become 
convinced that oil companies of- 
fer them a larger and more 
profitable outlet. 


A few manufacturers of 
goods that might well be sold 
at service stations are already 
negotiating with oil companies 
that have begun to diversify 
their service station merchan- 
dise. 


A casual canvas of a few of 
the several hundred exhibitors 
at the show reveals consider- 
able diversification is already 
under way. A great many oil 
companies are selling lamp 
bulbs. Some sell flashlights and 
flashlight batteries. Polishing 


cloths have been moving fast 
through several large chain 
service stations clear across the 
country. A few companies are 
selling sparkplugs but so far 
none of the large companies has 
added this time generally to 
their diversification. A few are 
experimenting with them, how- 
ever. 


It was said by a sales execu- 
tive of one company that oil 
companies could stock three 
sizes of spark plugs and cover 
the bulk of the sparkplug mar- 
ket. An executive of another 
company said it would be neces- 
sary tocarry about 16 sizesif the 
motorists were to be given cor- 
rect service. The second execu- 
tive thought the car dealer or 
ignition expert was the proper 
outlet for plugs rather than the 
oil company station. 


Most of the tire chain manu- 
facturers are favorable to oil 
company outlets. One New 
York state oil company is sell- 
ing tire chains tailored at each 
of its 26 service stations to fit 
the wheels of the individual car. 
A year ago this company, it 
was said, sold these custom- 
made chains at only one station 
and sold 60 pairs at the one out- 
let before the first storm of win- 
ter made chains desirable. 


A large eastern company is 
about to experiment with 
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community program of 


suitable adornment in the 
Denver Powerine stations, 
Santa Claus, festoons and 


tion in 
orative efforts stand out 
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batteries, battery testing and 
recharging. It has already 
ordered a number of com- 
pact testing and charging 
outfits to install in stations. 
These units occupy only nine 
square feet of floor space. 


Many manufacturers’ look 
with envy on the space between 
the gasoline pumps on the 
island. This is one of the most 
valuable space about a_ serv- 
ice station, several of them said, 
and one which the oil companies 
are wasting. 


Exhibited at the show of 
parts and supplies in Cleveland 
were several cases for display- 
ing oil specialties and packaged 
automobile goods’- on the 
pump island. These cases 
were enclosed with glass at 
the top with space in a steel 
cabinet below for carrying the 
stocks of the goods. With these 
cabinets it is unnecessary to 
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HE oil company station both fits into a 
decorating for 
the Christmas holidays and lends itself to 
individual case 
Above is a picture of one of Fred C. Cramer’s 
Christmas tree, 
all. 

In some ways the station has an advantage 
over many business houses in that its loca- 
a residential section makes its 
above what could 
be obtained in a concentrated shopping dis- 
trict, in competition with displays in other in 


@ Fixing Up for the Holidays 





stores. 


costs. 


dec- 


the 
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disturb the display to supply 
the requirements of the cus- 
tomer. 


One specialty goods house 
was showing a two-wheel hand 
truck for its products which 
consisted of polishing liquid, 
top dressing, penetrating oils, 
radiator cleanser and _ leak 
proofer. Cans of these goods 
were set in swiveled hangers 
across the truck. Because of the 
swivels the cans were always 
in an upright position regard- 
less of the position of the truck. 
In the base of the truck was 


room for eight one-quart oil 
bottles such as are in common 
use. 


There also were tray count- 
ers, mounted on casters for 
wheeling to the pump or some 
other good location about a 
station. The top trays were di- 
vided into numerous small sec- 
tions for the display of small 


Also the station is drawing custo- 
mers in the evening when decorations are 
the most effective. 

Displays can be worked out at varying 
Flammable 
avoided and light bulbs not hung where they 
may easily be broken. 
water standards, the station building lend 
themselves to decorative effort. 

Some oil companies follow the practice cf 
picking out certain stations to decorate and 
concentrating their effort on only one or two 
community. 
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materials should be 


Canopies, air and 


articles. Slots are provided in 
the partitions for the insertion 
of price markers. 

Showcases adaptable to serv- 
ice station installation were 
shown. Sales to some oil com- 
panies were reported, especial- 
ly to those companies which are 
building super stations in the 
larger cities. 

Pressed steel tire racks were 
featured by one company. Thess 
racks are capable of being 
knocked down and moved from 
station to station. One rack 
shown was 36 inches wide and 
less than 36 inches wide and 
its two tiers it has a capacity 
of 20 to 30 casings depending 
on the diameters. 

A combination pressed steel 
desk and cabinet for high pres- 
sure grease hose was shown for 
lubritorium installation. It wa: 
said one of the larger oil com 
panies had installed several ot 
these combinations. 
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~The Editors’ 


Viewpoint 








Commercialized Christmas! 


Let’s Get Rid of It 


N THIS year of ridding ourselves, individually 
and as business institutions, of careless habits 

that come along with easy times, why not in- 

clude the commercialized Christmas present? 

Nothing more subverts the real spirit of 
Christmas, in our mind, than the giving of 
presents in return for business favors granted, 
or in the hopes of future business favors. 

Christmas has lasted through the ages be- 
cause its outward manifestation has been the 
giving for the joy of giving alone. The gift of 
any intrinsic value which is sent to a man as 
a member of a business firm to curry future 
business favors is actually a missile that injures 
both giver and receiver, throwing the shadow 
of selfish desires over both. It places the re- 
cipient in the embarrassing position of know- 
ing he is expected to return the favor in a future 
business way. 

Realizing the, lengths to which this commer- 
cial Christmas giving has extended, some busi- 
ness firms have already taken steps to cut down 
on the practice and eventually eliminate it. This 
year would be a splendid occasion for oil com- 
panies to help this move and follow the example 
of the Standard Oil Co. of New Jersey in send- 
ing out a statement to the effect that it will not 
give either presents or entertainment and that 
individuals in the company are not expected to 
receive them. 

We can’t improve on the idea of Christmas. 
Let’s keep it for the manifestation of “‘peace on 
earth and goodwill to man.’’ 

Here’s the statement: 

“AS we approach the close of another year, 
during which we have enjoyed a pleasant busi- 
ness relationship with you, we wish to make 
clear that our companies do not give, nor are 
our employees expected to receive, presents or 
entertainment by way of spreading Christmas 
goodwill. 

“We believe that our future contacts will be 
more satisfactory through mutual observance 
of this principle. It is embarrasing to employees 
who execute contracts for purchases to place 
them in the position of feeling personally ob- 
ligated to any supplier in the slightest degree. 

“Acceptance of business gifts is likewise un- 
fair to those salesmen who must finance the 
purchase of any presents made by them out of 
their own earnings. It would be equally un- 
fair on our part to seek to obtain orders through 
the granting of special favors to individuals. 

“We are sure that this expression will be 
accepted by you in the spirit intended and that 
we may look forward tu a continuance of the 
pleasant association which we have enjoyed.” 
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Greasing Succumbs 


To Price Cutting 


HILE many oil marketing companies are 

tending to destroy in the mind of the pub- 
lic the value of the car lubrication service as 
such, through cutting the price for the service 
in competition with other oil companies, the 
automobile makers and dealers are planning to 
get into this class of business more extensively 
than ever before. 

Just the other week an exceedingly well in- 
formed executive with the automobile indus- 
try spoke publicly of the extension of car serv- 
icing on the part of the car dealer as a major 
development the automobile industry could look 
forward to. The hard sledding the car dealer 
has had the past year is going to hasten that 
move. The dealer now looks upon the servic- 
ing field as a business which can be made profit- 
able and help to carry him over a period when 
his sales of cars fall off. 

Then too the nature of car servicing is chang- 
ing. Mechanical servicing of a car is getting 
less and less necessary with the improved de- 
sign and manufacture of cars today. For spe- 
cial services such as looking after the battery, 
the brakes, the shock absorbers and other 
things the motorist is told to go to the local 
agencies for this equipment. What is left for 
the car dealer is now largely what the oil com- 
panies offer, or at least purport to offer, lubri- 
cation. 

The car dealer’s organization is largely built 
up on selling. What will likely happen—and 
in fact experience to date is largely bearing that 
out—is that the car dealer will make a real job 
of car lubrication and he will SELL his motorist 
customers on that job and the price charged 
for it. The job will be worth the money from 
the point of view of ease and comfort in driv- 
ing and longer life to the car, and it won’t neces- 
arily be any better job than oil stations give. 

On the other hand, on the face of it the oil 
company thinks less of the value of the servic- 
ing part of car lubrication than it used to, for 
lubrication prices, under the stress of competi- 
tion, have been reduced considerably the past 
year or so. One oil company is giving away 
a so-called greasing job with the sale of 10 gal- 
lons of gasoline. Others are giving greasing 
free with crankcase oil changes. 

Our guess is that the car dealer will get a 
fair price for his lubrication service and that, 
in addition, he will SELL his customers on the 
real economy of paying a price that warrants 
a thorough job. 

Oil companies should not let this business 
slip from their possession by indulging in price 
cutting and poor quality of workmanship. 
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Progress Made Toward Reasonable 


Gasoline Inventory Level 


level of gasoline stocks sug- 

gested to the refining indus- 
try by the statistical sub-com- 
mittee of the American Petro- 
leum Institute was made in the 
week ended Nov. 22 according 
to indications given by the 
weekly survey of refining oper- 
ations conducted by the insti- 
tute. The stock cut of 731,000 
barrels brings total current in- 
ventories down to within 3,- 
000,000 barrels of the commit- 
tee suggestion. 

Based on the weekly A.P.I. 
figures, total refinery stocks of 
gasoline on Nov. 22 may be es- 
timated at approximately 38,- 
000,000 barrels. The statistical 
committee’s recommendation 
was that a reasonable stock lev- 
el on Nov. 30 would be 34,777,- 
000 barrels. 


Prever ot toward the winter 


The accompanying chart 
traces the 1930-1931 winter 
gasoline stock level at refineries 
as suggested by the institute 
committee. It also gives a week- 
ly estimate of total stocks at re- 
fineries from the first of Octo- 
ber to Nov. 15. The estimate of 
total stocks is based on weekly 
reports made to the institute by 
refiners operating 95.7 per cent 
of the nation’s still capacity. 
The past five months these re- 
finers have held an average of 
96.1 per cent of the country’s 
gasoline stocks as shown by 
U. S. Bureau of Mines monthly 
reports. 


Unless there is a substantial 
reduction in crude runs to stills 
and in charges to cracking stills 
the trend of stocks the remain- 
der of the year is likely to be 





The Goal and the Play to Nov. 15 
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Comparison of estimated total actual refinery 


stocks of gasoline with 


stocks as suggested by the statistical sub-committee of the American Petro- 
leum Institute 
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upward at a faster rate than in 
the past few weeks.- This will 
be true because of weather con- 
ditions without any reference 
to any minor change in the 
trend of economic conditions. 
Thus far this fall the weather 
has been extraordinarily good 
in most sections of the country. 
But winter probably is just 
around the corner. 


The element of cracked gaso- 
line output will be quite import- 
ant during the winter months. 
In June cracked gasoline com- 
prised 36.9 per cent of the na- 
tion’s gasoline output and in 
the six months ended June 30 
cracked gasoline comprised 36.3 
per cent of the new supply. 


In recent months during 
which refiners have kept their 
still charges of crude down to 
65 to 70 per cent of capacity, 
cracking activity has not been 
reduced comparably. In Septem- 
ber, for example, cracked gaso- 
line comprised 39.1 per cent of 
the output of domestic refiner- 
ies and, for the nine months 
ended Sept. 30, cracked gaso- 
line output had risen to 37 per 
cent of the total production. 


A number of refining groups 
have kept their gasoline stocks 
down very close to the sugges- 
tions of the institute commit- 
tee. The Appalachian group, 
for example, held 137,000 bar- 
rels less gasoline Nov. 1 than 
the committee thought logical. 
Indiana-Illinois stocks were 34,- 
000 barrels below the commit- 
tee figures and Louisiana-Ar- 
kansas stocks were quite close 
to them. 


Chief points of excess stocks 
were in Texas, California and 
on the East Coast. Nov. 1 stocks 
of East Coast refiners were 
927,000 barrels over the level 
suggested as logical by the in- 
stitute committee. Texas Gulf 
Coast stocks were 690,000 bar- 
rels high and Inland Texas 
stocks 388,000 barrels high. 
California stocks Nov. 1 ex- 
ceeded the committee recom- 
mendations by 889,000 barrels. 


Taking coastal groups as a 
whole an aggregate excess of 
2,506,000 barrels is found while 
inland plants showed an excess 
Nov. 1 of 596,000 barrels, most- 
ly in Oklahoma-Kansas and in 
the Rocky Mountains, each of 
which was about 200,000 bar- 
rels high. 
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2. 


U. S. Crude Runs and Gasoline Stocks as Reported Weekly by A. P. I. 


Gasoline Stocks 


Daily Average | 
Crude Run to Stills 
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Gasoline Stocks Reduced 731,000 Barrels 


By Telegraph 
NEW YORK, Nov. 25 
EFINERY gasoline’ stocks 
R were reduced 731,000 bar- 

rels in the week ended Nov. 
22, according to reports gath- 
ered by the American Petrole- 
um Institute from plants with 
95.7 per cent of the nation’s 
still capacity. 

Stocks at the close of the 
week were down to 36,532,000 
barrels. Nov. 1 the same plants 
reported 37,215,000 barrels on 
hand, 683,000 barrels more 
than at present. 


The most substantial reduc- 
tions in stocks were made at 
East Coast and Texas Gulf Re- 
fineries. East Coast refiners 
cut their storage 300,000 bar- 
rels and Texas Gulf refiners 
390,000 barrels. Indiana-Illi- 
nois and Oklahoma-Kansas re- 
finers each cut inventories 79,- 
000 barrels and the Appala- 
chian group drew 36,000 barrels 
from storage. 

Small increases in stocks 


were reported by other groups. 
The largest, in Louisiana and 


Arkansas, totaled only 46,000 
barrels. 

Crude runs for the country 
as a whole were almost the 
same as the previous week. Re- 
finers utilized 64.1 per cent of 
their still capacity, as compared 
with 64.2 per cent in the week 
ended Nov. 15. 

Fuel oil stocks were reduced 
545,000 barrels during the week 
to 139,254,000 barrels. As com- 
pared with Nov. 1, fuel oils on 
hand have increased 234,000 
barrels. 





Current Refinery Operations 


Stocks 








Per Cent Daily Average Crude Per Cent of Reporting (Thousands of Barrels) 
Districts Capacity to Stills (Barrels) Capacity Operated as & Gas & 
Reporting Week Ended Week Ended Gasoline Gasoline Fuel Oil Fuel Oil 
Nov. 22 Nov. 15 Nov. 22 Nov. 15 Nov. 22 Nov. 15 Nov. 22 Nov. 15 
East Coast......... 100.0 429,400 461,400 70.1 523 5,343 5,643 11,566 11,936 
Appalachian........ 93.8 71,300 68,600 73.8 Saat 766 802 1,029 1,016 
Ind., Ill., Ky....... 97.5 257,600 254,700 67.6 66.9 4,270 4,349 3,914 3,858 
Okla., Kans., Mo... 89.4 258,100 265,400 62.6 64.4 2,108 2,187 4,603 4,615 
ORM hte. bcd cee a 3.9 527,400 514,600 70.9 69.2 6,393 6,752 10,730 10,772 
a. Sere 98.3 148,100 164,000 56.5 62.6 1,253 1,207 2,138 2,054 
Rocky Mountain.... 93.1 45,300 46,000 32.4 32.9 1,509 1,472 1,017 1,014 
CalifOthie «occ ccs 98.8 553,600 518,000 62.4 58.4 14,890 14,851 104,257 104,534 
CC) See eee oS: 7 2,290,800 2,292,700 64.1 64.2 36,532 37,263 139,254 139,799 
Texas (Gulf Coast).. 100.0 406,700 386,700 76.8 73.0 5,149 5,539 8,000 8,006 
La. (Gulf Cosgsth. .... 100.0 101,900 108,400 69.1 Bee 986 973 1,173 1,109 
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Find True Figure for Crude Oil 
Demand, Godber Urges 


NEW YORK, Nov. 22 


STABLISHMENT of a na- 
tional figure for crude oil 
demand, unitization of 

royalty interest around wildcat 
plays and restriction of drilling 
are suggested as remedies for 
the present low price situation 
in our industry in a statement 
issued by F. Godber, director of 
the Royal Dutch Shell. 

“A proper figure should be 
found as representing the total 
demand in the country and the 
industry should be told clearly 
to what this figure amounts,’’ 
Mr. Godber said. ‘‘Producers 
have, on the whole, not been 
unreasonable and have only to 
be told what quantities the 
country can absorb to bring 
their operations in line. 

“With crude production fixed 
at the real figure’ of demand 
and not at today’s artificial fig- 
ures, the buyers of crude would 
then be justified in paying the 
producer a price for his product 
which would enable the pro- 
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be even longer. 


Taylor caterpillar tractor. 
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N INDICATION that tubing operations are getting 
under way in the deep territory of the Oklahoma 
City pool is shown in the accompanying illustration. The 
latter shows the first use of a mobile winch for handling 
the 6000-foot strings of tubing. Some of the strings may 


That they represent an enormous 
weight and require the maximum power to pull, is evi- 
denced by the size of the unit shown herewith. 

The winch is a Cardwell Allsteel mounted on a 


speeds, eight forward and two reverse, and has a maxi- 
mum pull of 32,000 pounds. 
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ducer to make a reasonable re- 
turn on his investment.’’ 


Mr. Godber said that the re- 
cent cuts in the crude price 
structure came about because 
some producers were willing to 
sell under the market. “By so 
doing they did not increase the 
demand for crude products but 
caused larger quantities to be 
put into storage, thus increas- 
ing the danger from large in- 
ventories,” he said. ‘‘Proration, 
therefore, is not operating to 
its logical limits.” 

The statement stressed 
strongly the factor of needed 
control of drilling. Recognition 
was given to the difficulties en- 
tailed in reduction of develop- 
ment due to offset and royalty 
obligations. The Oklahoma City 
field was pointed out as a strik- 
ing example of how producers 
have been forced to. drill 
against their will. 

“Steps have been taken in 
certain fields to develop a unit 
plan operation by which lessees 


re a ee le ite | 


Mobile Winch Handles Long Tubing Strings 


It operates at 10 different 
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velop the field jointly but the | 


benefits of such a scheme are 
largely neutralized by these 
royalty provisions. The unifi- 


cation of royalties upon new | 


structures is just as important 
as that of leases and, although 
it is a much more difficult and 
complicated problem, the indus- 
try would be well advised to at- 
tempt some such plan whenever 
a wildcat well is contemplated. 


“Useless drilling when the 
pipeline outlet from fields is 
limited to a known and re- 
stricted quantity is unnecessary 
and particularly under present 
conditions cannot be justified 
upon any grounds. Conserva- 
tion cannot be fully successful 
until this or a similar plan for 
the control of drilling has been 
developed. 


“Undoubtedly much has been 
done to correct the evils with- 
in the industry but much still 
remains to be done. 


“It is evident that consider- 
able dissatisfaction exists as to 
the allocation of outlets and the 
division of sacrifice through- 
out the fields and much care 
will need to be exercised so that 
either in respect to exploration 
or exploitation or in regard to 
prices, those leaders who are in 
a position to effect the situation, 
should weigh with care any de- 
cision they may take which will 
in any respect endanger the 
conservation movement and 
lead to further dissatisfaction 
amongst the producers. 


“Happily the Venezuelan pro- 
ducers have at last seen reason 
and are showing definite signs 
of closer co-operation and re- 
duction in drilling and a sub- 
stantial reduction in production 
all steps in the right direc 
tion. There seems no reason 
to doubt that closer co-opera- 
tion between the _ producing 
countries could result in the 
world supplies of crude and re- 
fined products being brought 
strictly into line and one can 
easily foresee that this condi- 
tion could be brought about 
within a comparatively short 
time if larger companies would 
attack the problem from the 
point of view of the benefits ac- 
cruing to the industry as a 
whole and therefore to them in- 
dividually instead of from a 
strictly limited viewpoint of in- 
dividual and personal gain.”’ 
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Slackening Crude Buying in Oklahoma 


Calls for Revising Proration 


TULSA, Nov. 22 
RESENT dull demand for 
Mid-Continent crude oil gas 
called for a new canvass of 
the supply and demand situa- 
tion by the Mid-Continent Oil 
& Gas Association, general or- 
ganization of operators. 

The result probably will be 
an application to the Oklahoma 
Corporation Commission for a 
further reduction in the output 
of crude in this state, under the 
proration program, from the 
present 535,000 barrels daily, 
to 500,000 barrels or below. 


The associations sub-commit- 
tee making the canvass consists 
of Alvin Richards, Pure Oil Co., 
president of the Kansas-Okla- 
homa division of thé associa- 
tion; E. R. Filley, The Texas 
Co.; J. S. Sidwell, Prairie Oil & 
Gas Co.; Ray M. Collins, state 
umpire and Harry H. Smith, 
secretary-counsel of the asso- 
ciation. 

The whole Mid-Continent 
area today feels the additional 
pinch caused by reduction of 
purchases. In Kansas several 
producers in the Voshell pool 
will soon be without pipe line 
outlet. In Oklahoma curtail- 
ment of purchases has made 
necessary another look at the 
demand figure. The Texas Pan- 
handle this week had more of 
its oil cut off the market. 

Naturally, apprehension has 
been aroused as to the future 
of crude oil prices. In the 
Wichita Falls area of North 
Texas more than 13,000 barrels 
has been moving for the past 
two weeks at an average of 23 
cents under the posted price of 
the major purchasers. Several 
sets of prices prevail, some pay- 
ing $1 flat for oil delivered at 
the refinery, others buying on 
gravity basis considerably be- 
low the posted market. 

In Oklahoma two refiners 
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By Lawrence E. Smith 


N. P. N. STAFF WRITER 


had made cuts. The Champlin 
Refining Co.’s schedule, pub- 
lished in NATIONAL PETROLEUM 
NEws last week, has top price 
of 87 cents. The Eason Oil Co., 
which like the Champlin has a 
refinery at Enid, Okla., made 
the same posting. 


Besides calling for revision 
in proration schedules, the situ- 
ation demands considerbale re- 
adjustment in pipe line connec- 
tions. Operators are seeking to 
trade oil with each other in dif- 
ferent areas. One operator cut 
off from a pipe line connection 
in one pool tries to find one who 
has been similarly treated in 
another. Where the pipe line of 
the first operator is near the 
producing property of the sec- 
ond operator which has been 
cut off from its former outlet 
and vice versa, a trade is ef- 
fected. 

While there has been curtail- 
ment of purchases all along the 
line, the Prairie Oil & Gas Co. is 
effecting the sharpest of the 
cuts. It withdrew its price alto- 





Daily Average Pipeline Runs 
from the Oklahoma City 
Field For Week end- 
ed Nov. 17. (Fig- 
ures in barrels) 


Empire P. L.......... 32,290 
Indian Territory.. 1,164* 
Magnolia P. L...... 12,226 
Oklahoma P. L.... 16,537 
Praive fF. &i.......... 13,987 
Stanolind P. L...... 21,780 
eS a Ve 1,525 
I Secceciecnccinesisk 1,182 
| 2,34%° 
Anderson & Prich- 
BN ci va nteienivienss 179* 
103,111 


*Tank car shipments. 











gether on Texas Panhandle oil, 
Nov. 27. It explained the market 
outlet for that crude has ceased 
to exist. It will continue to run 
its own production, adhering to 
the proration schedule operat- 
ing in the district. It has been 
taking about 13,000 barrels 
from the district, of which 
4500 barrels came from its own 
leases. Thus about 8000 bar- 
rels must find another market. 

The Prairie made it known 
also its purchases in the Okla- 
homa City field will be reduced 
by some 12,000 barrels daily. 
It has been taking 15,000 bar- 
rels. About two-thirds of the 
amount it buys in this pool 
comes from properties other 
than its own. 


Notification was given also 
by the Prairie that Nov. 27, it 
would take only its allowed pro- 
duction in the Voshell pool. In 
this area several companies will 
be without pipe line connections 
unless plans can be worked out 
to spread over the field the 
small outlet afforded by buying 
companies still taking oil. 

Prairie’s sharp curtailment 
of purchases is in line with 
warnings given. in recent 
months that it would have to 
balance its purchases with sales. 
Its deliveries have fallen this 
year. In spite of its efforts to 
strike a balance, it has added 
nearly 1,500.000 barrels to 
storage since July. 

The company is nominating 
to take, therefore, only 30.000 
barrels daily in Oklahoma. That 
is a drop of 46.000 barrels from 
what it said it would buy last 
summer. Thus, a complete revi- 
sion of the proration schedule 
is demanded. Prairie’s heaviest 
withdrawals as purchaser are 
in the flush pools. It is pursu- 
ing, as best it can, its accepted 
poliev of taking care of the 
small-well areas where produc- 
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tion costs necessitate the full- 
est possible outlet. 


The Voshell 
quite a problem. The first of 
November it had potential pro- 
duction of 68,233 barrels from 
93 wells. Early that month it 
was agreed to limit production 
to 9.4 per cent of potential. Sin- 
clair Oil & Gas Co. desired to 
take a larger amount from its 
own leases and the allowed 
figure was raised to conform to 
that company’s takings, which 
brought it up to 19 per cent. 
Sinclair does not operate as a 
purchaser of oil since it dis- 
posed of its pipeline and crude 
buying interests, and its runs 
from the Voshell pool are 
through a gathering system 
serving only its leases. The oil 
is shipped by tank car to the 
company’s Kansas city refinery. 


Up to the first of November 
the proration plan in the pool 
had worked well, but as it 
stands now it is almost mean- 
ingless, with a half dozen com- 
panies lacking outlet  alto- 
gether. What can be worked out 
is indefinite. A committee will 
try to adjust the discrepancies 
between pools and a meeting 
was called for Nov. 24 in 
Wichita. The Committee con- 
sists of Lee Scott, Vickers 
Petroleum Co., chairman; A. L. 
Derby, of the Derby Oil Co.; 
R. B. Roark, Shell Petroleum 
Corp.; Ralph Pryor, of Slick, 
Pryor & Lockhart and Fred 
Haskell, Empire Pipe Line Co. 


One can talk only in sum- 
mary regarding the proration 
troubles in the Mid-Continent. 
The Oklahoma City field, as 
usual, presents the chief prob- 
lem. Prorated now to a theoret- 
ical 1.38 per cent—time basis 
of flow— it stands to be cut even 
farther, not alone in percentage 
because of new wells coming on 
to production, but in barrels. 
That is unless other purchasers 
elect to make up the 12,000 bar- 
rels which the Prairie is cut- 
ting down and this they have 
shown no disposition to do, all 
being surfeited with oil. 


Proration in the field is still 
being carried on as ordered ear- 
ly in November, when revision 
of the producing time was made 
to permit under-produced wells 
to equalize their producing al- 
lotments with the rest. Some 
headway is being made in this 
respect, but it is coming slowly. 
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pool presents. 


As of Oct. 31 the total barrels 
estimated to be due from under- 
produced wells was 1,851,160 
and on Nov. 16 it was 1,593,754 
barrels. Field storage was de- 
pleted a little more than a quar- 
ter million barrels in this 
period, the amount Oct. 31 be- 
ing 1,733,743 and on Nov. 16 
1,470,433 barrels. 


Operators there have voted 
to change from the time basis 
of proration that has been used 
since proration first was started 
in the field to a percentage 
basis. On the time basis wells 
are permitted to flow so many 
hours or days in designated 
period—at present four hours 
in each 12 days, or about five 
days out of a year. This has 
meant open flow production 
whenever a well was opened to 


take its allotment. As a conse- 
quence there has been waste of 
gas and depletion of formation 
pressure. 


By putting the proration ona 
percentage basis, it is expected 
to obtain control of gas volumes 
and pressyres, also to provide a 
more equitable taking of oil. It 
will be necessary to take poten- 
tials of every well and this 
work will necessarily require 
many days. With storage and 
pipe line outlets limited, but a 
few wells can be opened to full 
production at one time. It is 
proposed to permit open flow of 
each well for four hours to ar- 
rive at its potential. 

This method will provide a 
much better understanding of 
the field’s capabilities than has 
heretofore been possible. 


Advise Cutting Texas Output 
To 680,238 Bbls. Daily 


By Paul Wagner 


N. P. N. STAFF WRITER 


By Telegraph 

AUSTIN, Nov. 23 

RORATED production of 
Prien: will be limited to 
680,238 barrels daily under 
recommendations made to the 
state railroad commission for 
the 60 days beginning Nov. 25. 


The new limit was decided at 
a meeting of producers in Aus- 
tin, Nov. 21, and presented to 
the railroad commission Nov. 
22. It compares with a some- 
what elastic order in effect for 
the 90 days previously which 
had contemplated curtailment 
to 750,000 barrels daily. Ac- 
tually production was curtailed 
to approximately 770,000 bar- 
rels. 


The railroad commission was 
asked by Wichita Falls, Pan- 
handle and Ranger district op- 
erators, however, to permit 
enough elasticity in district lim- 
itations, under any new orders, 
that their territories might 
benefit from increased purchase 
nominations for crude. These 
districts had been threatened 
with material reductions in 
runs through the statement of 


the Prairie Oil & Gas Co., that 
it might find it necessary to 
withdraw altogether from buy- 
ing oil in Texas. The Prairie 
had been taking from the Pan- 
handle approximately 13,000 
barrels daily including about 
4000 barrels of its own produc- 
tion. 


Allocations of production by 
general districts as presented to 
the railroad commission after 
conferences of the Texas gen- 
eral prorating committee and 
the producers participating in 
the statewide meeting were as 
follows: 


Panhandle district 64,616 
barrels daily; Wichita Falls dis- 
trict 52,395 barrels; Northern 
Young county 4850 barrels; 
General Ranger territory 24,- 
140 barrels; West Texas 251,- 
377 barrels; East Texas 38,355 
barrels; Southwest Texas 84,- 
503 barrels; Gulf Coastal re- 
gion 160,000 barrels. 


Recommendations were also 
made the commission for en- 
forcement to the letter of the 
common purchaser pipeline law 
in order that ratable runs of 
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oil refinery on the Pacific Coast. 


Standard Oil Co. of California on Nov. 5 dedicated a restoration of the California Star Oil Works, first commercial 
The plant was a forerunner of the present Standard company. 





It was built in 


1876 near Newhall, Calif., to process crude from the adjacent field in Pico canyon which was brought to the plant 


crude could be effected in dis- 
tricts throughout the state. 

Disproportionate runs of 
crude in certain districts be- 
cause of different pipelines be- 
ing connected to adjoining 
leases have brought about un- 
equal withdrawals. Some man- 
ner of rectifying that situation 
under the common purchaser 
law is sought. State laws now 
prevent exchanges of runs or 
connections in Texas, but it was 
felt that an order of the rail- 
road commission directing some 
such interchange would clear 
the way for a constructive pro- 
gram for purchasing agencies. 

Robert R. Penn, of the cen- 
tral committee told chairman 
Pat Neff of the railroad commis- 
sion that it was considered the 
function of the commission to 
take the initiative in enforce- 
ment of the common purchaser 
statue and Mr. Neff announced 
his agreement. 

Refusal of the Gulf Oil inter- 
ests to concede jurisdiction of 
the railroad commission on pro- 
ration questions brought a ver- 
bal tilt near the end of the hear- 
ing. P. O. Settle, representing 
the Gulf, announced that his 
companies do not admit rail- 
road commission jurisdiction, 
set out that the Gulf is not a 
common purchaser and made 
specific objections to proration 
proposals. 
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Mr. Penn rose to his feet, say- 
ing “‘We know the disposition 
of the Gulf Company. I under- 
stand it, the committee under- 
stands it and we so announce 
that you are conscientious ob- 


May Withdraw from N. Texas 


By Telegraph 

TULSA, Nov. 25.—The pos- 
sibility that purchases of crude 
in the Wichita Falls and Ran- 
ger areas of Texas by the 
Prairie Pipe Line Co., might be 
suspended has been indicated. 

Discussing a rumor to the ef- 
fect that suspension of all Tex- 
as purchases by the Prairie was 
imminent an official of the com- 
pany said that the Prairie had 
notified the state proration com- 
mittee of Texas not to count on 
the Prairie’s facilities in the 
Wichita Falls and Ranger areas 
when making up the new pro- 
ration schedule. 

The Prairie, it was stated, 
would continue to run oil on the 
same marginal basis for a while 
but that this outlet could not 
be counted on in those areas in 
fixing the total allowed produc- 
tion. Any purchases the Prairie 
might make after the new 
schedule goes into effect will be 
in the nature of taking up the 
slack of oil produced over and 
above the allowed amount. 





through the first pipeline laid in the west 





jectors. You don’t have to 
state so each time and at each 
hearing.”’ 


Mr. Settle retorted, ‘“‘We are 
not taking orders from you 
here Mr. Penn, and we are not 
taking them from you in the 
field.”’ 

Tom E. Cranfill, as president 
of the Independent Petroleum 
Association of Texas, who suc- 
ceeded Rupert P. Ricker on the 
central committee, then made 
a vigorous call for enforcement 
of the common purchaser law. 


Notice was given the commis- 
sion that, beginning Dec. 15, 
the Pure Van Pipe Line Co., 
nominates runs from the Van 
field in east Texas at 35,000 
barrels daily for 15 days to Jan. 
1, as compared with the present 
27,500 barrels. After Jan. 1, it 
nominates 40,000, after Jan. 15, 
45,000 barrels and, after Feb. 
15, 50,000 barrels. 


The commission was also 
asked to adopt a rule fixing 
maximum production of any 
well outside prorated fields in 
Texas at 500 barrels daily; also 
a rule limiting wildcat wells at 
50 barrels daily for 90 days 
after completion. 

A survey of natural gas wast- 
age recently inaugurated by 
the railroad commission 
through its oil and gas division 
was indorsed in a resolution. 








State Holds Title to Oil and Gas 
Says California Court 


LOS ANGELES, Nov. 18 

T HAS appeared to me, at 

«] east, that the conclusion 

that the People of the State 

of California own the oil and 
gas is inescapable.” 

This is the wording of a de- 
cision handed down by the Su- 
perior Court of California at 
Hanford recently following a 
hearing on the state’s injunc- 
tion suit to stop unreasonable 
waste of gas in the Kettleman 
Hills field. 

In the opinion of many the 
court went considerably fur- 
ther than was necessary, in 
making its decision. A ruling is 
now pending on the constitu- 
tionality of the California Gas 
Conservation law by the state 
supreme court. 

The general plan of other 
judges hearing these cases 
brought to test the relatively 
new state law, has been to con- 
tinue their date of final action 
far enough ahead to permit the 
supreme court to act. It is ex- 
pected that court will make a 
ruling on the validity of the act 
Dec. 5, on an appeal from a pre- 


liminary injunction issued in 
the Santa Fe Springs case 
March 19. 


Further hearing in the Santa 
Fe Springs case is set for Dec. 
22, when, if the Supreme Court 
decision is favorable, the in- 
junction will probably be made 
permanent. At long _ Beach, 
where the court refused to issue 
a temporary injunction on the 
basis that unreasonable waste 
of gas had not been proved, the 
hearing will be reopened Dec. 
10. 


However, at both ‘of these 
fields the waste of natural gas 
is approximately in line or less 
than that asked for by the State 
Oil and Gas Supervisor through 
legal counsel, James S. Bennett. 


At Kettleman Hills, approxi- 
mately 500 million cubic feet of 
dry gas is being blown into the 
air daily and with additional 
completions expected it is rec- 
ognized as necessary that some 
satisfactory measure of control 
be adopted in this field. 


Before continuing the Kettle- 
man Hills case until Dec. 2, 
when a preliminary injunction 
will be asked for by the state 
to restrain operators from wast- 
ing their gas production, pre- 
siding Superior Judge Strother 
issued a statement which in 
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Tubing Assumes Odd Form When Dropped 


NE might write quite a piece about the object shown 
It could be described as a new 
flowing device for bringing gas, oil, water and emulsion 
out of the hole already separated. Or it could be called 
an arrangement for dividing, at the bottom of the well, 
the various royalty interests. 

It happens merely to be a cross section of casing 
One of the wells of the Indian Ter- 
ritory Illuminating Oil Co. in the Osage dropped its 


tubing. The latter was in 
process of being pulled and 
was 1000 feet off bottom. 
Eight hundred feet of tub- 
ing fell 1000 feet. 

The chasing was 5 3/16- 
inch and the tubing two- 
inch. By sawing through 
the casing the effect of the 
drop was revealed. This 
piece adorns the desk of 
Herb Beardmore, produc- A 
tionengineeer ,of the i 
2. oe ; 


eS Es Es a a Ss es a as i ts a et es es Se ns es at 


Renee eee en en nen een een a a ll ee ae ee ee 


part has been widely quoted. 


That portion was. 


9 


“Practically all of the points 
raised by the demurrers and > 
motions to strike have seemed f 


to me to resolve themselves into 
a question of the interest of the 
People of the State of Cali- 
fornia in the oil and gas de- 
posits; in other words if, as 
argued by the People, the 
People themselves are _ the 
owners of the oil and gas then 
the People have the right to do 
with their own, what they will. 

“TIT have concluded—it has 
appeared to me, at least—that 
the conclusion that the People 
of the State of California own 
the oil and gas is unescapable. 
It is inconceivable that, if it be- 
longs to the owner of the land, 
his neighbor may, by putting a 
hole in the ground and taking it 
away from him by any process 
of law, acquire title to it..... 

“It is the law of every 
sovereignty, expressly made the 
statutory law of this state—rec- 
ognized, rather, and codified as 
the law of this state both in the 
political code and in the civil 
code, that the state is the ulti- 
mate owner of«<all property, 
both real and personal, and 
that any property which has no 
other owner is the property of 
the state. That, of itself, re- 
solves, of course, all the ques- 
tions as to the constitutionality 
of the act, because it is more 
than an exercise of the police 
power, it is the exercise of the 
right of the dominant owner.” 


Montana, AlbertaOil Men 
To Meet in December 


GREAT FALLS, Mont.—The 
sixth annual convention of the 
Rocky Mountain Oil & Gas As- 
sociation, together with the Oil 
& Gas Association of Alberta, 
will be held at the Rainbow 
Hotel, Great Falls, Dec. 12 and 
13, according to Walter F. Brit- 
tan, secretary of the former as- 
sociation. 

A meeting of the National 
Code of Marketing Practices 
state committees of Wyomfng 
and Montana will be hetd at the 
same time. 

One evening’s entertainment 
will be devoted to the Mystic 
Order of Wildcats, and the an- 
nual cabaret dinner and dance 
will be the outstanding social 
feature, Mr. Brittan says. 
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Review of Late Production News 
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Daily Average Crude Oil Production and Imports Based on Current Reports of American Petroleum Institute 


HE decrease of 22,700 bar- 

rels in the country’s daily av- 
erage production the week end- 
ed Nov. 22 was due mainly to de- 
creases of 22,150 barrels in OK- 
lahoma and 10,700 barrels in 
southwest Texas, balanced by a 
gain of 5400 barrels in Califor- 
nia and smaller gains else- 
where. Daily average output in 
the country was 2,281,850 bar- 
rels, according to the American 
Petroleum Institute. 


California 


FLOOD of new oil occa- 

sioned by the reopening of 
a tideland well at Elwood to- 
gether with slight increases in 
several Los Angeles’ Basin 
fields boosted California daily 
average production to 606,800 
barrels for week ended Nov. 
99 

This figure is nearly 70,000 
barrels in excess of the desired 
goal of 540,000 barrels. 

On top of this increase in pro- 
duction from existing fields, a 
purely wildcat test in the lower 
San Joaquin Valley was suc- 
cessfully produced for about 
1100 barrels of 21 gravity oil 
early in the past week. 
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Current production in this coun- 
try by pools is found on page 73 


Oklahoma, Kansas 


N OKLAHOMA the most in- 

teresting well of the week 
was a wildcat near the heart 
of the Greater Seminole dis- 
trict. However, its failure to 
make a real impressive test 
made offsetting improbable for 
the time being. The West Asher 
and the Oklahoma City pools 
were extended short distances 
by good wells, and the area 
north of the Carr City pool had 
two large completions. 

Kansas activities were large- 
ly confined to restricting future 
drilling, with several of the 
pools shutting down on both 
first reports and hole making. 
Though this move has not been 
carried quite as far in the Texas 
Panhandle, there is evidence of 
a trend in that direction. 











Texas, New Mexico, 


Louisiana 
UHRMAN Petroleum Co.’s 
No. 1 W. T. Ford test, in Sec. 

16, Block A-43, southern An- 


drews county, West Texas, 
which made oil and gas shows 
nearly two months ago, looks 
like a commercial well after a 
shot of 150 quarts at 4389-4545 
feet. After the shot it made 155 
barrels in 12 hours through 100 
feet of cavings in the hole. 


Completions in the Hobbs 
field, southeastern New Mexico, 
will bring average potential 
production above the million 
barrels daily mark for the pro- 
rating period of Dec. 1-15, as 
compared with the present of- 
ficial figures of 973,188 barrels. 
Total potential already exceeds 
1,000,000 barrels, compared 
with market outlet of approxi- 
mately 31,000 barrels. 


Rocky Mountains 


NEW gas field, the Pincher 

Creek district, is apparent- 
ly proved in southern Alberta 
by the von Weymarn interests 
who have developed a five mil- 
lion cubic foot flow of naphtha 
gas at 2150 feet. This will 
have important bearing on 
other sharp-dip structures in 
this vicinity and in north and 
western Montana. 








Blaustein Interests Buy 


Crown Central Control 


NEW YORK, Nov. 24.—The 
Blaustein interests in Balti- 
more have acquired control of 
the Crown Central Petroleum 
Corp. as of Nov. 19. The deal 
does not affect the American 
Oil Co. of Baltimore which the 
Blausteins developed and oper- 
ate, it was announced. Ameri- 
ean Oil is now partly owned by 
the Pan American Petroleum & 
Transport Co., subsidiary of the 
Standard Oil Co. of Indiana. 


The Crown Central has a re- 
finery of more than 10,000 bar- 
rels daily crude capacity on the 
Houston ship canal. It also 
has a deep water terminal. 
Crown Central has production 
and gathering lines. 


W. A. Williams remains as 
president of Crown Central un- 
der the new regime. Louis 
Blaustein, president of Ameri- 
can Oil Co., is chairman of the 
Crown Central board. Other of- 
ficers are: M. C. Ehlen, vice- 
president; James T-B. Bowles, 
secretary; Jacob Blaustein, 
vice-president of American Oil, 


treasurer, and J. A. Thistle- 
thwaite, assistant secretary- 
treasurer. 

The officers and the follow- 
ing form the board: Dr. Alvin 
Thalheimer, president, Lord 
Baltimore Filling Stations, Inc.; 
Edward S. Boyles, Boyles, 
Brown & Scott; Murray W. 
Dodge, Chase Securities Corp.; 
Howard P. Ingels, Theodore 
Schulze & Co.; Maurice New- 
ton, Hallgarten & Co.; Karl F. 
Steinmann; E. L. Phillips, Em- 
pire Power & Development Co.; 
Henry Rosenberg, and A. Roth- 
wart. 


Expect Tariff Action 


In Next Session 


TULSA, Nov. 22.—Early in 
the December session of Con- 
gress a bill will be introduced 
in the lower house providing 
for a tariff on oil, it is expected 
by executives of the Independ- 
ent Petroleum Association of 
America. That organization is 
leading the campaign for tariff 
protection. 

The tariff commission’s re- 
port, to be formulated as the 


result of studies it is making, 
probably will be ready for con- 
sideration by congressional] 
committees in the coming ses- 
sion. 


Continental Will Lay 
Line to Okla. City 


TULSA, Nov. 22—Continental 
Oil Co. will lay 81 miles of 
eight-inch line from the Okla- 
homa City pool to connection 
with its system at Tonkawa, 
Okla. Survey has been com- 
pleted, right-of-way purchased 
and contract for construction 
will be let Dec. 3, with work to 
start about Dec. 13. 


The line will be seamless 
pipe, welded. It will be capable 
of carrying 20,000 barrels daily, 
under full pressure, but only 
one pump station will be in- 
stalled at this time. It is expect- 
ed that about 12,000 barrels 
daily will be moved from the 
Oklahoma City pool to the Pon- 
ca City refinery until need for 
greater shipments develops. 

Continental has four wells in 
the Oklahoma City pool with 
potential production of 24,000 
barrels, total. 





This photograph shows a number of executives of the Barnsdall Corp. and of some of the recently acquired 


marketing subsidiaries. Left to right, sitting: B. F. Hill, 


MonaMotor Oil Co., Council Bluffs; J. B. Sessions, 


Brownell Corp., Sioux Falls; Frank Holsten, vice-president, Barnsdall Refineries, Inc.; M: G. Eitelman, vice- 
president, Barnsdall Refining Co.; Clyde Fuller, president, O’Neil Oil Co., Milwaukee; E. B. Reeser, president, 
Barnsdall Corp.; H. A. Searle, president, MonaMotor Oil Co.; H. F. Brownell, president, Brownell Corp.; 
H. M. Edinger, treasurer, Barnsdall Refineries, Inc.; George Locke, vice-president, Barnsdall Refineries, Inc.; 


F.. i. 
Standing, left to right: 


Searle, vice-president, MonaMotor Oil Co. 
Don Searle, MonaMotor Oil Co.; George Racette, Barnsdall Refining Co.; H. C. 


Smith, MonaMotor Oil Co.; W. W. Rice, Barnsdall Refining Co.; L. H. Dooley, MonaMotor Oil Co.; Joe Adams, 

Barnsdall Refineries, Inc.; W B.. Cessna, MonaMotor Oil Co.; Stanley Ehlinger, advertising agency; H. A. 

Searle, Jr., MonaMotor Oil Co.; Henry Thompson, aviator; Edwin I. Reeser, public relations department head, 
Barnsdall Corp. and R. P. Searle, MonaMotor Oil Co. 
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Gasoline by Pipeline 


First Shipment Through Great 
Lakes Pipeline Jan. 1 to 





ot 


Exposed part of nearly completed 
section of line waiting for road 
crossing 


PONCA CITY 
HE first consignment of 
T exons from Oklahoma 
will be shipped to Kansas 
City through the Great Lakes 
pipeline no later than Jan. 1. 
The complete system will prob- 
ably not be ready to function 
before June, but the 400 miles 
of 8-inch line from Barnsdall 
to the Kansas City terminal is 
rapidly shaping up ready for 
use. 


This was learned on an in- 
spection trip of the line, made 
by airplane from Tulsa_ to 
points on the line as far as 
Davenport, Iowa. Of the di- 
vision out of Oklahoma to Kan- 
sas City, 50 miles of the line 
has been completed. The rest 
of the work is at various stages 
of completion, but it is in such 
shape that Chief Engineer F. E. 
Richardson of the Great Lakes 
Pipe Line Co. is confident it will 
be ready to run gasoline, pos- 
sibly by Dec. 15, and certainly 
by the first of the year. 


The week-end inspection of 
the line by plane was a routine 
affair to Mr. Richardson, but to 
this representative of NATIONAL 
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Kansas City Terminal 


By John Power 


N. P. N. STAFF WRITER 


PETROLEUM NEWS who accom- 
panied him and Pilot Johnny 
Grimmett, the trip was a treat. 
It took us over a lot of country 
not ordinarily on the run of an 
oil reporter, there were a lot 
of interesting things to see, and 
the company was most agree- 
able. 


We met the plane at Tulsa 
Municipal airport, now sorrow- 
fully quiet with the fleet of 
Safeway planes no _ longer 
there. The schedule called for 
the plane’s departure from Tul- 
sa at 1:15 p. m., so to make sure 
of our not being left we arrived 
there breathlessly swallowing 
the remains of a sandwich at 
12:45. We were taking no 
chances with this assignment. 


Promptly at 1:10 a green 
Travelaire cabin job dropped 
out of the cloudless sky from 
the direction of Ponca City, 
circled into the wind, and side- 
slipping down to lose speed, set- 
tled to a perfect three point 
landing. We were glad to ob- 
serve that landing, for although 
we are perfectly air minded, 
with several score ‘“‘passenger 
hours” to our credit, we do like 
the pilot to know his landings. 


With no formalities other 
than an introduction to Pilot 
Grimmett, who was carefully 
dressed in typical flying outfit 
consisting of the latest in fall 
suitings, a snappy blue over- 
coat and pearl gray hat, we 
took off. 


It seemed to us that hardly 
had the plane gained altitude, 
and almost before we had set- 
tled ourselves comfortably for 





a s&s oe 


Frequently the course of the line 
is down the side of the road 


the hop to Kansas City when 
the plane swung into a. tight 
spiral, and we were looking 
straight down on the line cut 
across country by the surveyors 
for the stretch of 6-inch pipe- 
line from Okmulgee, which 
joins the main 8-inch line be- 
ginning at Barnsdall. From 
there, the 8-inch runs almost 
straight across country to Kan- 
sas City. 

After circling hawk-like for a 
moment, the plane’s wings 
dropped back level—our stom- 
ach joining them in that exer- 
cise—and we were off, follow- 
ing the line strung out like a 
guiding thread 2500 feet be- 
low. 


Past miles of completed line, 
discernible from the air only 
by the sear left by the survey- 
ing parties who had first cut 
a lane through the brush 
through which to point their 
transits, we flew. When com- 
pleted, the top of all the line, 
regardless of size, is 28 inches 
below the _ surface of the 
ground. In spite of the few 
rains this fall the backfill has 
settled well, and in many places 
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Map of the territory which will be served by the Great Lakes Pipeline 


the path of the line is even now 
almost invisible. 

The division of the line from 
Barnsdall to Kansas City is be- 
ing constructed by the Sheehan 
Pipe Line Construction Co. Four 
gangs are at work, and with 
the present weather holding, 
are expected to be able to get 
the line in in a hurry. In charge 
of the construction work on this 
division for the Great Lakes 
Pipe Line Co. is W. R. Luck- 
field, who, as division engineer, 
supervises nearly all phases of 
the installation. 

Every 50 miles the plane 
tilted its long wings, circling 
at such an angle that we were 
able to look straight down 
through the window at our el- 
bow and see the sites of the 
pump stations which are to be 
installed. None of these sta- 


tions has as yet gone into con- 
struction, but the sites have all 
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been picked, and the specifica- 
tions drawn up. 

The pump stations are among 
the most interesting features of 
the line to many. In the con- 
struction of the line itself, much 
of the work and design has 
paralleled oil pipeline jobs. In 
fact, it has been the policy of 
the Great Lakes Pipe Line Co. 
to construct the line wherever 
it could be done without pen- 
alty in such a manner that it 
could be switched to a crude 
oil line at some later date if 
the need should ever arise. 
There are several instances at 
present of crude oil lines being 
switched to gasoline lines, and 
there is no reason to suppose 
that the need to reverse the pro- 
cedure might not arise at some 
future time. 

The equipment to be included 
in the pump stations will con- 
sist of two 330-horsepower 








Winton airless injection Diese} 
engines, connected through 
Frost flexible couplings to Pres- 
cott 534 by 24-inch duplex re- 
ciprocating pumps. Special at- 
tention is being paid to the 
packing of these pumps. 
Twelve-inch glands are to be 
used. 


There will also be two 25-kw. 
Allis-Chalmers generators con- 
nected to the pump shafts with 
a Link Belt Drive, one 15-kw. 
auxiliary generator unit, one 
Ingersoll-Rand air compressor 
direct connected to a 7%- 
horsepower Allis-Chalmers mo- 
tor, both units mounted on a 
common base. The air bottles 
are to be placed on the wall 
with brackets, as are the lubri- 
cating oil filters. 

Other equipment which is to 
be installed at the stations in- 
cludes lubricating oil coolers, 
and two traveling cranes, one 
of 5-ton and one of 2-ton ca- 
pacity. In the boiler houses 
will be circulating water 
pumps, placed in the pit, lube 
oil storage tanks, a Northern 
rotary pump direct connected 
to a 1-horsepower Allis-Chal- 
mers motor, and a boiler feed 
water pump and motor. 

Sufficient tankage will be 
provided at the pump stations 
to provide two large working 
tanks, and storage for regional 
distribution, in sizes up to 80,- 
000 barrels, will be erected. 
The regional distribution is to 
be taken care of by truck and 
trailer up to the economic limit 
of this method of transporta- 
tion, which at present is ac- 
cepted generally as being about 
50 miles. 

In an incredibly short time 
the plane dipped low over the 
Missouri River crossing site, 
just west of Kansas City. A 
detour in the line was neces- 
sary at this point, as the direct 
air line into Kansas City to the 
terminal site passes over a 
maze of railroad trackage. 

The Missouri crossing is typi- 
cal of the river crossings else- 
where on the line of which 
there are 15 large enough to 
be dignified with the full title 
of river crossings. 

To begin with, one of the 
first steps which must be taken 
in preparing to cross a river is 
to get the certificates of neces- 
sity from the various officials 
whose duty it is to give such 
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things. In some cases aS many 
as nine certificates have to be 
taken out for a single cross- 
ing. 

In the first place the navig- 
able streams, and those that 
are classed as such, come under 
the Federal government, from 
which a certificate must be se- 
cured. Then state, county, 
township, city and _ property 
owners all have to be dealt 
with. 


Armed with the necessary 
certificates, etc., the work of 
crossing the river with the line 
is undertaken. As shown in 
the accompanying drawing, the 
line is brought into a Y header, 
with a gate between the Dresser 
coupling tying the header into 
the line and the legs of the Y. 


The legs of the Y are welded 
into the side lines, with a blind 
flange behind the weld on the 
side line and a gate ahead of 
it. A gate is placed on the 
central line beyond the legs of 
the Y, which gives control of 
the flow, through any and all 
of the lines. 


In the event it is necessary 
to run a scraper through the 
side lines it is done as follows. 
The gate is closed, the scraper 
admitted to the line and worked 
ahead of the point where the 
arms of the Y join the side 
lines. Both the main gate and 
the gate on the side line are 
opened, and the scraper sent 
through. It is extracted from 
the lines on the far side in the 
same manner. 


When crossing the rivers, it 
has been the policy of the Great 
Lakes Pipe Line Co. to put their 
line several feet lower than the 
regulations call for. The line 
is looped upstream sufficiently 
to make it impossible for the 
bow in the line ever to be forced 
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through a _ sufficient turn to 
make it swing downstream. 
When the bow is on the up- 
stream side, the press exerted 
by water and silt against the 
line puts it in compression, 
rather than in tension. As the 
line settles down through the 
silt in the river bottom to the 
bed rock of the riverbed, the 
strain remains one of compres- 
sion, unless the bedrock is low- 
er than had been figured on, 
and the line clears it and swings 
through a full half circle. It 
is then that the intended com- 


pression becomes tension, and 
that lines break. 
A brief pause at Kansas 


City’s splendid Fairfax Airport 
for gas, and a cup of coffee all 
around, and we were ready to 
continue the inspection trip. 
The airport at Kansas City is 
one of the best in the country, 
and because of the service ren- 
dered them under Manager E. 


C. Landon, it is one of the fav- 
orite stopping places for pilots 
who have been there once. The 
main building, recently com- 
pleted, houses offices rest and 
waiting rooms and a restaurant 
that meets anything offered by 
the most up-to-date railroad 
station on an even footing. 
With a good strong wind be- 
hind us Johnny Grimmett soon 
had us strung out on the leg of 
our trip ending at Des Moines, 
which was scheduled for the 
stopping place the first night. 
We soared along at the merry 
clip of 140 miles per hour, fol- 
lowing the survey for the line, 
which on this section from Kan- 
sas City to Des Moines is being 
built by the Cater Construction 
Co., with F. W. Cameron the 


district engineer for the pipe- 
line company. 

From the air the work looked 
very much the same as it had 
on the trip up from Oklahoma 

































































ENGINE AND PUMP HOUSE LAYOUT 
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Example of pipe line work which had to be done over again. 


to Kansas City, although the 
farm land began to take on a 
rolling well tended look, with 
big, well kept farms’ which 
showed their cultivation had 
been over a much longer period 
than had those we sailed over 
leaving Oklahoma. 

We dropped down on the Des 
Moines airport shortly before 
dusk, with over 400 miles of 
our journey behind us _ since 
1:15 in the afternoon. At Des 
Moines we were joined by Har- 
ry Moreland, vice president and 
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Detail of the hook up used for river 
crossing by the Great Lakes Pipe Line 
Co. 
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which had to be passed around 


general manager of the line, 
who accompanied the _ inspec- 
tion party the rest of the way 
to Davenport. 


After an evening and morn- 
ing spent in various sorts of 
conferences, the party set out 
in cars to drive the rest of the 
way to Davenport, and make a 
closer inspection of the work 
than had been possible from the 
speeding plane. 

From the air the line ap- 
pears to run as straight as a 
string, with only the major 
turns and detours showing up. 
Driving along beside it, how- 
ever, it follows a course that 
would break a snake’s back in 
nine places were he careless 
enough to try to follow it. 


Along the edge of a field the 
line goes, then out into the road 
side to pass the home site of the 
farm, or elbowing back into the 
farm land to pass behind house 
and outbuildings. Always, 
though, it keeps its general di- 
rection northeast, for this is to 
be the first line carrying gaso- 
line made in Oklahoma to the 
points of consumption up and 
down the valleys of the Mis- 
souri and the Mississippi. 


The closest sort of laboratory 
control is to be maintained over 
the gasoline shipments made 
through the line, the pipeline 
company keeping this control. 
Gasoline from the six refineries 
owning stock in the line will be 
accepted in the refinery tanks 
as to specifications, and then de- 
livered to the tanks at the pipe- 
line company receiving stations. 





The original ditch ran into a deep drainage area, 


At the terminal points the 
pipeline company will maintain 
an Ethyl blending plant, from 
which the companies shipping 
gasoline will get their supply. 
In case the member companies 
want to do their own blending, 
or are blending up to special 
specifications, they will erect 
their own facilities. 

Any grade of water white 
gasoline called for at the ter- 
minal points by the shippers 
will be available for delivery, 
provided that the specifications 
are high enough. It is predict- 
ed that it will be possible to 
slug the different grades of 
gasoline through the line in the 
same fashion that different 
grades of crude oil are slugged 
without difficulty. Any mixing 
of the different grades will only 
result in an improving of the 
poorer grade. It is not expected 
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Detail of the lateral connections be- 
ing installed on the Great Lakes Pipe- 
line 
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that the amount so mixed will 
be of any considerable volume. 


Not all of the line, of course, 
is 8-inch. The 8-inch runs from 
Barnsdall, Oklahoma to Kansas 
City, and on to Des Moines. 
At this point, it branches off 
toward Minneapolis and St. 
Paul on the north, and toward 
Davenport and Chicago on the 
east. From Des Moines to the 
Mississippi river the construc- 
tion of the line is under O. 
Goldsmith, who is the pipeline 
company’s’ district engineer. 
From Des Moines north to Min- 
neapolis and St. Paul, Jack 
Dunaway is the engineer in 
charge. The line from Des 
Moines north and east is 6-inch. 
Most of the feeder lines are 4- 
inch. 

The capacity of the various 
sizes are figured as _ follows. 
The 8-inch will carry 27,500 
barrels per day, the 6-inch a 
load of 13,500 barrels per day, 
and the 4-inch a load of 4200 
barrels daily. The charges for 
evaporation and leakage have 
not as yet been determined, but 
will be set up and handled in 
the same manner as similar 
fixed charges are handled on 
oil pipelines. 


In addition to the capital 
account charges of about $11,- 
000 per mile for the 8-inch, 
$8500 per mile for the 6-inch 
and $4000 per mile for the 4- 
inch line, a charge is going to 
have to be made for the 257,- 
000 barrels of gasoline that 
will fill the 1400 miles of line 
initially. 

Among other things which 
have been learned by those 
building the line is the differ- 
ence in the laws of some of the 
older settled states to the east 
of most pipeline construction. 
Not only were many of the resi- 
dents and farmers unacquaint- 
ed with the financial standing 
of those who owned the line, 
but the queer quirks in some of 
the laws have given rise to a 
myriad of details which have all 
taken time to adjust. 


For instance, in some states, 
the mere fact that permission 
had been obtained from a town 
council to lay a line through 
the town didn’t mean that they 
could go ahead and lay the line. 
The property rights of the own- 
ers of lots in a town extended 
clear to the middle of the street, 
and individual rights-of-way 
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Detail drawing of the railroad and road crossings being used in the con- 
struction of the Great Lakes Pipeline 


from each owner of a residen- 
tial lot had to be obtained, as 
well as the franchise from the 
town authorities to lay a line 
through the towns. 


Typical examples of this con- 
dition were met with in Prince- 
ton, Iowa and Cordova, Illinois, 
the towns at which the Missis- 
sippi river crossing is to be 
made. Work on this crossing 
was scheduled to begin Mon- 
day, Oct. 27. 


With the line inspected as 
far as Davenport the purpose of 
our trip had been accomplished. 
Sunday morning we climbed 
back into the trusty Travelaire, 
Johnny Grimmett gave her the 
gun, and we were on our way 
back. We cut directly across 
country to Kansas City, and 
then took an airline to Ponca 
City, the present headquarters 
of the Great Lakes Pipe Line 
Co. 


New Pipeline Files 
Tariff Rates 


TULSA, Nov. 22.—Tariffs 
have been filed on movement of 
oil through the Ajax pipeline 
from Oklahoma to several re- 
fining points. This line is near- 
ing completion and will be mov- 
ing oil about the first of Janu- 
ary, possibly a little earlier 
The tariffs are the same as those 
under which the Prairie Pipe 
Line Co. has been operating. 


Joint tariff of the Oklahoma 
Pipe Line Co. the Ajax and the 
Illinois Pipe Line Co. to La- 
tonia, Ky., is 58 cents. The 


route will be Ajax and Illinois 
lines via Wood River, Ill. La- 
tonia has one refinery, the 
Standard Oil Co. of Ohio plant. 


To Heath, Ohio, where the 
Pure Oil Co. has refinery, the 
rate is 63 cents. Movement will 
be Ajax, Illinois and Buckeye 
lines, via Wood River and Li- 
ma, O. 


To Bayshore, O., near Tole- 
do, where the Standard Oil Co. 
of Ohio has a refinery, the tar- 
iff is 5914 cents. The route is 
Ajax, Illinois, Buckeye, via 
Wood River and Lima. 


To Cleveland, O., where 
Standard of Ohio has a refinery, 
the rate is 62% cents. Ship- 
ments are Ajax, Illinois and 
Buckeye, via Wood River and 
Lima. 


To Cabin Creek, W. Va., re- 
finery of Pure Oil Co., the rate 
is 6434 cents. Route is Ajax, 
Illinois, Tuscarora, Southwest 
Pennsylvania and Eureka lines, 
via Wood River, Negley, O., 
Cooks Ferry, Pa., and Morgan- 
town, W. Va. 


The same rate and route is 
provided in the tariff to Park- 
ersburg, W. Va., as to Cabin 
Creek. The Standard Oil Co. of 
New Jersey operates a refinery 
at Parkersburg. 


The Ajax line will also move 
oil through connecting systems 
to Cygnet, O., where the Im- 
perial Oil Ltd., pipe line will 
pick it up and move it to the 
Imperial refinery at Sarnia, Ont. 
A tariff of 62% cents was filed 
several weeks ago to apply from 
Oklahoma and Kansas points 
to Sarnia. 
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HIS new Griscom-Russell welding process provides 
a dense, thorough bond, free from cracks, porous 
spots, slag, or other flaws. The innumerable labora- 
tory and service tests which have been made on 
G-Welds consistently show them to be stronger than 
the adjacent plate, remarkably ductile, and as resistant 
to corrosion as the plate itself. 


G-Weld is used by The Griscom-Russell Company to 
assure permanent tightness of pressure vessels without 
danger of over-heating and damage to the plate or 
development of internal stresses during the welding 
process. It is applicable to a wide range of sizes and 
thicknesses of plate and for all shapes of vessels, and 
has received the unqualified approval of insurance 
companies. 


THE GRISCOM-RUSSELL COMPANY 
285 Madison Avenue, New York 


Branch offices in 27 cities 
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had his life to live again he 

would elect to be an oil law- 
yer. Now, there is a real oc- 
cupation. Not only is the field 
a growing one, affording steady 
employment, but since’ the 
courts, legislatures and associa- 
tions have assumed such a 
prominent part of the burden 
of running the business, the oil 
lawyer has opportunities for 
travel not equaled to the U. S. 
Navy itself. 

Let us peer through the tran- 
som of an oil company’s manag- 
ing executive, and, armed with 
binoculars, scan his morning 
mail with him. He is, we will 
say, in charge of the affairs of 
a company that does business in 
several states. He opens a long, 
official looking envelope. Over 
his shoulder we note that itis a 
communication from the corpo- 
ration commission of Oklahoma. 

“Dear Sir,” it says, ‘‘you are 
hereby notified that citation has 
been issued for violation of com- 
mission’s order No. 146,813 per- 
taining to the proration of oil. 
You are charged with having 
deliberately and contrary to the 
peace and dignity of the state, 
overproduced by five and one- 
half barrels the wells on your 
Lucinda Appletree lease, lo- 
cated in the Knockknees pool. 
You will appear in person to an- 
swer this charge on November 
16 and may God have mercy on 
your soul.”’ 


The executive pushes a buzzer 
and two lawyers come tumbling 
out of their hutch. They depart 
to fix up a reply. 

Ah, what is this but a letter 
from the railroad commission 
of Texas. Skipping the invoca- 
tion and the recital of the Lord’s 
Prayer, we read: 

“Your pipelines having been 
declared common carriers and 
your storage tanks public de- 
positories, you will take note 
that the proper exercise of the 


l’ THE writer of these lines 
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police power compels us to de- 
clare your refineries a menace 
to the public welfare. You will 
appear in Austin, accompanied 
by two quarts of gin, on Nov. 
15, to show cause why you 
should not be forever enjoyed 
from doing business in the 
state.” 


Another lawyer is assigned a 
month’s work on this case. And 
here is more bad news: 


Gentlemen,’ says a four 
page, single spaced valentine 
from the Court of Frantic Ap- 
peals of California, ‘“‘complaint 
has been made that you have 
wasted gas and/or oils, either or 
both and sometimes neither, in 
the Skillet Hills field. Com- 
plaint is signed by two gas and 
oil supervisors and game war- 
dens. Decree is hereby entered 
that your properties are forfeit 
to state, pending the enact- 
ment of legislation ratifying 
this decree, after the passage of 
which you can recover said 
properties upon the payment of 
all costs, which we hasten to as- 
sure you will be plenty large, 
and a box of cigars for the court. 
Please send out a lawyer or two, 
as things are rather dull and the 
court is sociably inclined.”’ 


There is now a brief interlude 
in the examination of the mail. 
Two process serves, working out 
of Justice of Peace Court No. 17, 
are admitted. They serve the 
executive with a summons to 
appear on Nov. 14 to answer 
charges that a pipeline has 
broken and damaged a half- 
acre of spuds belonging to a 
taxpayer. 


“You will note,’’ says the next 
letter, “‘that you are accused by 
plaintiff with having polluted 
the waters of a stream, causing 
the death of a valuable shoat be- 
longing to Joe Priddle, whose 
land is situated 15 miles north 
of your lease. While it is true 
that this deceased pig lived on 


nent 


C 


the up side of the watercourse, 
we intend to prove by expert 
streamologists that the action 
of the wind sometimes causes 
oil to move against the current. 
If you will give this matter your 
personal attention, settlement 
doubtless can be made out of 
court.”’ 


The head of the legal depart- 
ment comes in to say that a dis- 
trict court has just awarded a 
half million dollars actual and 
punitive damages to a man 
whose health was impaired by 
reason of the noise at one of the 
company’s filling stations and 
that the court has ordered, in 
the name of the police power of 
the state, that the station be 
torn down. The head lawyer 
also says that a federal court 
in New Mexico has held oil and 
gas in a pool to be the property 
of the man who has the small- 
est lease and that suit is being 
instituted to recover everything 
that has been produeed. 


One other summons is re- 
ceived during the morning. A 
lawyer, who has thus far failed 
to land on a company payroll, 
has brought suit as the next 
friend of posterity, seeking to 
enjoin the company from pro- 
ducing any oil at all on the the- 
ory that future generations are 
entitled to all of it. 


The executive issues an order 
firing all production, pipeline 
and refinery men, and writes 
letters to 25 universities ask- 
ing to be given their entire out- 
put of lawyers over the next 
two years. 


* * *% 


More news from that Canary 
Islands refinery: John A. Mann 
has gone over as chief chemist. 
He resigned as refinery chemist 
for the Phillips Petroleum Co. 
to take this place. Formerly he 
spent two years with the U. S. 
Bureau of Mines. L. D. Wvant 
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is to manage the operations of 
the refinery, which is the prop- 
erty of the Spanish government, 
and is on the island of Tene- 
riffe. 

* * *% 

From an inter-company pub- 
lication of the Barnsdall Refin- 
eries, Inc.: F. J. Fritzgerel, who 
operates a service station on 
Highway No. 40, near Higgins- 
ville, Mo., from which he dis- 
penses Barnsdall products, was 
awakened about 2 a. m. several 
mornings ago by two negro men 
who told ‘‘Fritz’’ they had run 
out of gasoline. The negroes 
forced their way into the house, 
one drawing a revolver, the 
other a shotgun, as they did so. 

They pushed ‘Fritz’ into a 
back room where his wife was 
sleeping. She awoke and 
screamed. The negro carrying 
the shotgun started to search 
the place for money, leaving his 
companion on guard. 

Mrs. Fritzgerel sprang at the 
negro on guard. Her husband 
snatched a pistol from under his 
pillow and fired. The negro 
dropped. Fritzgerel ran toward 
the entrance of the small filling 
station in pursuit of the other 
negro. Fritzgerel fired twice 
from the dark doorway, both 
bullets taking effect. So La- 
fayette county has two less ne- 
groes and we nominate Mr. and 
Mrs. Fritzgerel as candidates 
for some suitable reward. 

% * * 

R. R. Dean has resigned as 
chief engineer of the Independ- 
ent Oil & Gas Co.’s gasoline de- 
partment and is associated with 
John Haggart in consulting 
work, specializing in petroleum 
engineering and construction 
work. 

* * * 

J. R. LeBosquet, formerly 
scout for the Sinclair Crude Oil 
Purchasing Co. at Midland, 
Tex., has been transferred by 
the successor company, Stano- 
lind, to Wichita. He succeeds 
K. B. Absher, who has joined 
the new scouting department of 
the Sinclair Oil & Gas Co. 

*% * * 

T. P. Williams, who has been 
scouting at Shreveport for the 
Shell Petroleum Corp., has been 
transferred to Russell, Kans. 

*% * * 

Walter E. Lyons, formerly as- 
sociated with R. F. Garland, oil 
operator and aviation enter- 
priser, has become manager of 
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Engineers’ Aerial Surveys, 
which specializes in aerial pho- 
tography. Headquarters are in 
Tulsa. 

* * * 

Ellick Botts, consulting 
pumper, says that he is await- 
ing the opportunity to intro- 
duce the president of the Reiter- 
Foster Oil Co. to a certain emi- 
nent geologist of California. He 
will say, “Mr. Ache, meet Mr. 
Paine.”’ 

*% *& *& 

Oklahoma is now nearly with- 
out representation by an oil 
man in Congress. The election 
saw the defeat of Sen. William 
B. Pine, of Okmulgee, promi- 
nent independent operator. He 
is replaced by former Sen. T. P. 
Gore. Only Representative Mil- 
ton C. Garber, of Enid, of the 
new delegation has had close 
contact with oil. He has been 
in the house for many years. 
The Tulsa district has not been 
represented by an oil man since 
E. B. Howard retired in 1929. 

* *% *% 

Ralph E. Wertz, vice-presi- 
dent of the Producers & Refin- 
ers Corp. has been made vice- 
president and general manager 
of P. & R.’s new Canadian sub- 
sidiary, Parco Oil Co., Ltd. It 
will maintain offices in Calgary, 
although Mr. Wertz will con- 
tinue to live in Independence, 
Kans. 

* *& * 

In deciding that the operation 
of filling stations on Sunday is 
not a violation of the state blue 
law, the attorney general of 
Kentucky said that the selling 
of gasoline was ‘‘a work of ne- 
cessity.’’ Oil company salesmen 
have long been conscious that 
such is the case. 

* * * 

Died: In Ponca City, Carroll 
E. Short, 35 years old, associ- 
ated with the Boucher Oil Co. 
He formerly was a partner of 
the late Charles F. Martin. His 
widow and one son survive him. 

*% * * 

Married: Miss Mozelle Bry- 
an and John J. Thomas, in 
Pecos, Tex. Mr. Thomas is 
vice-president of the Burford 
Oil Co. and manager of the 
Pecos refinery. 

* *% * 

Sales office for Vickers Petro- 
leum Co. has been opened in 
the Union State Bank building, 
Omaha. E. H. Blakely is in 
charge. 


Arthur J. Devlin, formerly an 
independent operator in Tulsa, 
has resigned as vice-president 
and manager of the Grayburg 
Oil Co., San Antonio, and is re- 
turning to Tulsa. 

* * * 


Roy M. Johnson, oil producer, 
of Ardmore, has been made 
chairman of the committee that 
is arranging for a celebration 
Dec. 12 to give fitting observ- 
ance of the completion of High- 
way 77, first hard-surfaced road 
to be completed across the 
state. This road goes south 
from the Kansas line, through 
Ponca City, Oklahoma City and 
passes into Texas below Ard- 
more. 

* * * 

Died: In Shawnee, Okla., 
Charles J. Randall, scout for 
the Shell Petroleum Corp. He 
had scouted in Oklahoma for 
nine years and had covered 
many of the important fields of 
the state in that time. 

*% *% * 


In Denver, Cassius A. 
Fisher, internationally known 
geologist. He was 58 years old. 
One of the early geologists who 
mapped and appraised fuel re- 
sources of the United States for 
the U. S. Geological Survey and 
the Bureau of Mines, he had 
been in consulting practice 
since 1910. He occupies a promi- 
nent place in the literature of 
petroleum. He left a widow 


and three children. 
* * * 


Died: 


Mid - Continent Petroleum 
Corp.’s southern retail division 
has moved into the new build- 
ing just completed at the West 
Tulsa refinery grounds. The 
new Office building is two 
stories, 50 by 150 feet, brick 
and concrete. Some 60 per- 
sons comprise the southern dis- 
trict force. Lucien Graham, 
Jr. is division sales manager. 

*% * * - 

Fred M. Lege, Jr., a director 
of the Magnolia Petroleum Co., 
was recently appointed director 
of sales promotion. He was 
one time presiden’ of the Mag- 
nolia Gas Co. 

* * * 

P. J. Hegwer, who has spent 
several years in the Mid-Conti- 
nent with the mineral leasing 
division of the U. S. Geological 
Survey, has been transferred to 
Casper where he will be at- 
tached to the Rocky Mountain 
division of this service. 
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Refinery equipment by Graver. Arrows indicate fabrication from Graver shops 
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That “‘ Manufacturing Ingenuity” — 
which assures a reasonable fabricat- 
ing cost on even the most difficult 
and intricate work—has been proved 
by the Graver Organization in their 
fabricating of Special Plate Con- 
struction of every shape, size, and 
capacity. 


Rich in engineering experience, 


A Graver butane gas tank, ready to ship 


adept in fabricating practice, gener- 
ously and capably staffed for efficient 
field erection, Graver deserves your 
confidence. No job is too small, none 
too large. Graver follows-through 
from design to initial operation. 
Let us plan with you. We'd like 
the opportunity of proving Graver 


ability to do the tough job, right. 


GRAVER TANK & MFG. CORP. 


STEEL PLATE CONSTRUCTION 


EAST CHICAGO, IND. 
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Pottawatomie County, Okla., Wildcat 
May Mean New Seminole Pool 


TULSA, Nov. 22 


URING the past week op- 
erators of the Mid-Con- 
D tinent were much more 
concerned with new proration 
figures, reduced outlets for 
crude, and the seeming collapse 
of the entire price structure, 
than with new _ production. 
At any rate there was a dearth 
of first reports and the com- 
pletions were not exciting. 
The most interesting well of 
the week in Oklahoma was in 
Pottawatomie county where a 
wild cat south of the St. Louis 
pool indicated a new producing 
area. The Asher-Wanette and 
the north Carr City pools were 
extended, while Oklahoma City 
and Konawa were getting some 
good new ones. McPherson and 
Rice counties set the pace in 
Kansas. The most striking de- 


velopment in the operations of 
this state, however, was the no- 
ticeable move toward the re- 
striction of further drilling. 
The Texas Panhandle gives 
additional evidence of the gen- 
eral slowing down in the Mid- 


Continent. With the proration 
argument unsettled and a big 
reduction in the pipeline out- 
let, the area registered no first 
reports and the completions 
were of routine nature. 


Sacred Heart Area 


The newest potential pool in 
the greater Seminole area Pot- 
tawatomie county, Okla., has 
been named the Sacred Heart 
pool. The reason is apparent on 
the accompanying map. During 
the past week, the Robinson & 
Hicks Drilling Co. brought in 
the first producer to be found 
there, and its record is decid- 
edly interesting. Located in the 
NW SW, 5-6-5E, the well is 
two miles south of the St. Louis 
pool and six miles west of the 
Konawa pool. 

This new producer logged the 
Viola at 4089, topped the Simp- 
son at 4149, and is bottomed at 
4272 in what is thought to be 
Simpson dolomite. The _ well 
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cleaned itself with its first flow, 
making about 50 barrels per 
hour with 2,000,000 cubic feet 
of gas. After being connected 
up, however, the rate of flow 
decreased and the well tested 
but 135 barrels in 13 hours, cut- 
ting five per cent. The water 
had been found from 4256 to 
4266 and it carried a sulfurous 
odor. 

That the new find is impor- 
tant is conceded, but there is 
little likelihood of immediate 
development in the neighbor- 
hood. Adjoining operators have 
shown no inclination to offset. 


Seminole County 


Completions of the week in 
the area northwest of the Carr 
City pool of Seminole county, 
Oklahoma, indicate that this 
new pool is to be consistent if 
not large. The Amerada Petro- 
leum Corp., No. 2 Tiger, SW 
SE NW, 3-8-5E, north offset to 
the discovery well, started off 
at 2900 barrels. It is bottomed 
in the Viola at 4040 but the pro- 
duction is thought to be com- 
ing from the Hunton lime, the 
pay being from 3900 to 39388. 


Offsetting the discovery on 
the south, the Pure Oil Co. has 
a 1520 barrel producer in the 
SW NE SW of the same section. 
The pay of this well, however, 
is in the Wilcox from 4142 to 
4166. Other wells in the area 
that have reached either of the 
pays seem to promise as well. 


Down in the West Asher pool, 
a southern extension of nearly 
a mile appears probable. The 
No. 1 Ball of the Prairie Oil & 
Gas Co., NW SW SE, 27-6-3E, 
swabbed 75 barrels in seven 
hours from a sand pay that was 
logged from 3555 to 3564. The 
well is offset on the west by a 
comparatively dry hole but 
seems to have better possibili- 
ties and may be made into a 
real producer. 

A western extension of two 
locations became a fact with the 
completion of the 1 “‘A’’ Bullock 
of the Bullock Oil Co., SE C NE, 


22-6-3E. The well has two sand 
pays, 3485 to 3494 and 3500 to 
3537, from which it produced 
1920 barrels on its first 24- 
hour test. It logged well with the 
producers in the heart of the 
pool and gave no _ indication 
that the western limit of pro- 
duction had been reached. 


On the east and north edges 
of West Asher two other good 
producers were completed dur- 
ing the week. The first of these, 
the Deep Rock Oil Corp., No. 4 
Gibson, SESW NE, 23-6-3E test- 
ed 2700 barrels in 19 hours. On 
the north, the Pure Oil Co., No. 
2 Case, SE SE SW, 14-6-3E, had 
an initial flow of 1871 barrels. 


The extreme south end of the 
Konawa pool showed for another 
large producer in the No. 2 
Suthoye, SE SE SW, 29-6-6E, 
of the Magnolia Petroleum Co. 
This well is one of the largest 
that has yet been found in the 
pool, having gauged 2550 bar- 
rels in nine hours. The pay was 
in sand from 2730 to 2740. 


Oklahoma City 


Extending the north end of 
the Oklahoma City pool one lo- 
cation to the west, the No. 2 
of the Slick estate, C S/2 SE 
SE SW, 3-11-3W, had an initial 
flow of 8085 barrels in a little 
over three hours. The position 
of the sand in the log, 6327 to 
6470, shows a slight dropping 
away from the structure but the 
gauge of production is encour- 
aging. 

In the prolific area of 2-11- 
3W, the Phillips Petroleum Co., 
No. 1 Roden, C S/2 NW SW NW, 
proved to be no exception. Its 
production was found in the 
Wilcox from 6269 to 6330 and 
the first hour’s gauge was 2748 
barrels with 49,000,000 cubic 
feet of gas. 

Kansas 

The most interesting well of 
the week in Kansas, was again 
the Mid-Kansas Oil & Gas Co., 
No. 1 Garret, SW SW NE 30-19- 
1W. Producing from the Viola 
at a total depth of 3414, the 
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well swabbed 3567 barrels on 
test. Though it is showing a 
small per cent of B. S., the rec- 
ord is sufficient to have started 
some Offsets. 

In the rest of the state, par- 
ticularly in the Eastborough 
and Ritz pools, there is a decid- 
ed let up in the number of wells 
starting. Many of the outside 
wildeats have been shut down 
entirely and some companies 
indicate that they will not at- 
tempt to drill except as they 
may be forced to do so by short 
term leases, or offsetting. 
Agreements are being made be- 
tween producers in an attempt 
to reduce drilling. 

Texas Panhandle 

Outside of a number of in- 
side completions, the Texas 
Panhandle was decidedly quiet. 
As in other localities, interest 
is centered on the economics of 
the general situation rather 
than on the reaching out for 
new production. During’ the 
week the Prairie pipeline with- 
drew as a purchaser of crude 
thereby cutting off some 8000 
barrels of outlet. Despite this 
fact the daily average produc- 
tion jumped 1174 barrels to a 
total of 76,024 barrels. It is 
quite likely, however, that com- 
ing weeks will see this figure 
considerably reduced. 

The record of production in- 
consistency for the Panhandle 
was upheld in the area around 
the big Graham well in Gray 
county. This well, completed 
for over 6000 barrels several 
weeks ago, now has two dry off- 
sets. It is located in 136-3-I 
&GN. The Empire Oil & Refin- 
ing Co., and the Magnolia Pe- 
troleum Co. own the failures, 
the former being at this time 
80 feet below the pay without 
a show, and the latter is in 
granite. Other wells in the area 
are shut down temporarily. 





TORONTO—The_ Rogers-Im- 
perial gas well of the Range Oil 
& Gas Co., about four miles 
from the international bound- 
ary near Coutts, Alta., will be 
connected with the pipeline of 
the Montana Cities Gas Co. at 
the border for supplying nat- 
ural gas to Lewiston, Great 
Falls and other Montana towns. 
This well, drilled in 1924 and 
one of western Canada’s larg- 
est gassers, has been shut in un- 
tilnow. Ina recent test it had 
an open flow of 60,000,000 cubic 
feet of gas daily. 
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Map showing the location of the new Sacred Heart strike in Pottawatomie 


county, Okla. 


The new well is two miles south of the St. Louis pool and six 


miles west of the Konawa pool 


Sinclair Subsidiaries 


Elect New Officers 


TULSA, Nov. 22—Following 
resignations of several execu- 
tives of the Stanolind Pipe Line 
Co. last week, appointments of 
the same men to positions in 
companies subsidiary to the Sin- 


clair Consolidated Oil Corp. 
were announced. 
To succeed the late R. A. 


Griffith, Henry L. Phillips was 
elected president of the Sin- 
clair Oil & Gas Co., producing 
and oil purchasing unit of the 
Mid-Continent. Mr. Phillips 
served as president of the Sin- 
clair Crude Oil Purchasing Co. 
until the recent purchase of the 
Sinclair interest by the Stand- 
ard Oil Co. of Indiana. 

John R. Manion, who _ re- 
signed as president of the Stan- 
olind pipeline, was elected pres- 
ident of the Sinclair-Texas Pipe 
Line Co., which operates a lo- 
cal system in Gulf Coastal fields 
and has under construction a 
12-inch line from the Oklahoma 
City field to Tyro, Kans. 


Others elected to executive 
positions in the Sinclair-Texas 
Pipe Line Co. were Frank Had- 
ley, vice-president; A. D. Sloan, 
vice president in charge of Gulf 
Coast division; R. B. Hanna, 
secretary-treasurer and J. F. 
Blake, general superintendent. 
With the exception of Mr. Sloan 
all resigned from the Stanolind 
company the past week. 


Herbert B. Smith was elected 
vice president and director of 
operations of the Sinclair Oil 
& Gas Co. Mr. Smith has dis- 
charged the duties of this office 
for more than a year, during 
the illness of Mr. Griffith. 
W. W. Baker was elected a vice 
president and director and will 
continue to direct the natural 
gasoline division of the com- 
pany. 





OKLAHOMA CITY—Funeral 
services were held Wednesday 
for Robert H. Sultan, prominent 
oil producer and drilling con- 
tractor of Walters, Okla. He 
died in an Oklahoma City hos- 
pital. Surviving are his widow 
and one daughter. 
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Vapor Phase Refining 


is operating successfully in 


Direct Connection with 


Cross, Dubbs, Jenkins, and other 


Cracking Units— 


ELIMINATING ACID TREATING 
AND RERUNNING 


THe Gray Processes CorPoRATION 


961-975 FRELINGHUYSEN AVENUE 
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E. BARROWS, division 
manager of The Texas 
s Co., at Fort Worth, ad- 


vises the Houston office of 
NATIONAL PETROLEUM NEws 
that for the second. time 


in his life he made a “hole-in- 
one’ while golfing at the River- 
crest country club. His earlier 
exploit, then duly reported in 
these columns, was unauthenti- 
cated except for the negro 
caddy who witnessed his morn- 
ing practice alone; but Mr. Bar- 
rows’ unquestioned veracity 
saved him the jibes that might 
have been accorded another. In 
the present ‘‘dodo”’ episode, Mr. 
Barrows had as witnesses the 
other members of a foursome, 
including Mrs. Barrows, J. W. 
Mitchell and J. D. Collett of 
Fort Worth. 
* * * 

Capt. J. F. Lucey, president 
of the Lucey Petroleum Corp., 
Dallas, and one of the Texas 
Republican leaders, has been 
appointed by President Hoover 
on his emergency committee 
dealing with employment. Capt. 
Lucey will have charge of the 
work in Texas and the south- 


west. 
* * * 


University of Texas regents 
are conferring with legislators 
regarding a proposed statute 
that would permit leasing of 
lands in blocks up to nine sec- 
tions for oil and gas exploration 
for terms up to 10 years. Now 
a University lease can cover 
only one section and expires in 
three years unless production 
has been obtained. Dr. H. P. 
Bybee, geologist and mineral- 
ogist for the board, explains 
that the University now is able 
to sell leases only in promising 
areas and when production is 
obtained the widely spread own- 
erships of single sections stim- 
ulate more rapid drilling than 
is sometimes desirable. 
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A complete seismograph unit 
left San Antonio early in No- 
vember for South America, via 
New Orleans, for use of the In- 
ternational Petroleum’ Engi- 
neering Corp., in exploration 
work of the Caracas Petroleum 
Co. The unit was built by the 
Petty Geophysical Engineering 
Corp. of San Antonio, its third 
seismograph outfit to be sent 
to South America. O. S. Petty, 
D. E. Petty and Van A. Petty 
compose the Petty Geophysical 
Engineering Corp. The Interna- 
tional Petroleum Engineering 
Corp. is headed by G. Jeffreys, 
internationally known as a ge- 
ologist and geophysicist. 

A crew of seven men, in 
charge of Sam B. Rodgers, ac- 
companied the unit to South 
America. Included are John M. 








Monk, F. R. Frampton, Derk 
Holsteyn, observers; Gayle 
Griffin, shooter; and Tom J. 


Moore, trouble shooter. 
* * * 

B. D. Oliviera, chief clerk at 
the El Paso works of The Texas 
Co., has been transferred back 
to West Tulsa. He had been at 
El Paso more than a year, go- 
ing through the plant construc- 
tion period there with R. G. Col- 
lins and W. B. Ewing. El Paso 
employes presented him a sil- 
ver set on his departure. 


* * * 


Phil H. Bohart, general man- 
ager of the Mexican Gulf Oil 
Co., has returned to Tampico 
headquarters after six weeks 
spent in the United States, in- 
cluding a visit to Houston. 
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The camera frequently “catches” the seldom photographed individual 


when it happens to be manipulated quickly and in the right place. 


This 


happened at Austin recently, except that it “caught” double and got John 
M. Mouser, Texas division head of the Prairie Oil & Gas Co., Eastland, 
at left, and Ed Fannin of the Prairie Pipe Line Co., Independence, Kan., 

right. 





Both are too well known to require further introduction 





Weed Patch Wildcat Indicates New 


Field Near North Belridge 


By Jack N. Westsmith 


N. P. N. STAFF WRITER 


LOS ANGELES, Nov. 21 

UCCESSFUL completion of 

S a wildcat test in the lower 

San Joaquin Valley, south- 

east of Bakersfield, featured 

California production news the 
past week. 

A substantial reduction in 
daily output from the Los An- 
geles Basin field of Playa del 
Rey combined with a falling off 
of interest among operators 
drilling on flank sites in the Long 
Beach field is expected to make 
possible a further reduction in 


California’s allowable daily 
yield. 
Recent discoveries of new 


sources of supply on the Pacific 
Coast together with overproduc- 
tion in the Playa del Rey, Ket- 
tleman Hills, Long Beach and 
Santa Fe Springs fields, have 
kept the daily average produc- 
tion for the state approximately 
50,000 barrels in excess of the 
desired goal of 540,000 barrels. 

Until such time as proration 
becomes more efficient in these 
areas it is hardly likely that the 
remaining fields in the state 
will be called upon to assume 
additional proration burdens. 
New discoveries in wildcat 
areas or the discovery of deeper 
producing sands in proven 
fields, are increasing drilling 
operations and hampering cur- 
tailment measures. 

For this reason, proration 
leaders look with apprehension 
on the completion of Shell Oil 
Co.’s Porter-Day No. 1 in the 
Weed Patch district, 15 miles 
southeast of Bakersfield. On a 
production test made early in 
the week the project showed an 
initial output of about 1100 
barrels of 21.5 gravity oil per 
day. 

Originally drilled to 5962 
feet the well was plugged to 
5910 feet, its present bottom, 
and a string of casing was set at 
5789 feet. Late in the week it 
was killed preparatory to clean- 
ing out and deepening further 
into the oil sand that is said to 
be practically continuous for 
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the 121 feet of open hole below 
the shut-off. 

A production test made on 
the Porter-Day in June tested 
wet at about 4900 feet. When 
deepened to below 5300 feet it 
developed about 100 barrels of 
low grade oil—16 to 18 gravity 
—cutting approximately 40 per 
cent. 

Although the latest test start- 
ed off cutting about 4 per cent 
mud and sand it later cleaned 
up and prior to being killed 
the well was flowing clean oil 
accompanied by about one mil- 
lion cubic feet of wet gas per 
day. 

Field scouts indicate that the 
new discovery will result in 
some drilling activity although 
Shell is thought to control prac- 
tically all the structure. The 
Porter-Day is located on what 
is thought to be the southeast 
flank of the structure that in 
common with other San Joa- 
quin Valley fields apparently 
has a northwesterly trend. 


The Texas Co. has about 200 
acres within half a mile of 
Shell’s discovery and other ma- 
jor companies, including Gen- 
eral Petroleum Corp., Chanslor- 
Canfield Midway Oil Co., Con- 
tinental, and Standard Oil com- 
panies, have acreage in the dis- 
trict. 


HELL has another test inthis 

locality—Porter No. 1— 
about 1500 feet west of the dis- 
covery, that is drilling at 2400 
feet. After Shell had definitely 
proved the existence of oil in 
the Weed Patch area several 
months ago, Mohawk Petroleum 
Co. started drilling on Whar- 
ton No. 1. It is about a mile 
north and slightly west of 
Shell’s discovery with the bot- 
tom below 3750 feet. 

Developments in the North 
Belridge pool, a few miles west 
and north of this new develop- 
ment, are increasing. Several 
companies are preparing to pro- 





tect their holdings with offset F 
wells. The Texas Co. is below 
1200 feet in its Martin No. 1, 
Sec. 22, 27-20, offsetting Rich. & 
field Oil Co.’s No. 1 on the same 
sections. 


Another offset, to the Rich.= 
field test is being drilled by As. 
sociated Oil Co., which controls 
the northern three quarters of 
Sec. 22. Richfield and Texaco 
divide the remaining quarter 
equally with the latter’s acre. 
age covering a larger part of 
the theoretical structure. 


A heavy gas pressure is Caus- 
ing considerable trouble in the § 
Richfield test as the crew 
reams out preparatory to land- 
ing a string of 95-inch casing. 
Several hundred feet of hole re- 
mains to be reamed above the 
bottom at 5808 feet. 
















FTER more than two weeks 

of unceasing effort Neil 
Anderson, umpire in the Playa 
del Rey play, has all but nine 
operators signed up on a pro- 
ration program for the field. 
These’ refractory producers 
control approximately 10,000 
barrels of the field’s potential 
of 45,000 barrels. 


Several mediocre completions 
in the upper pay helped to stay 
the decline that was _ threat- 
ened by water encroachment in 
the deep zone. On Nov. 20 the 
total output from both zones 
was 41,155 barrels per day, 
with 26,140 barrels coming 
from 51 producers in the shal- 
low sand and 15,015 barrels 
from 38 wells bottomed below 
6000 feet. 


Water is rapidly drowning 
out deep producing units in the 
over-drilled townlot area lying 
along the structure’s northeast- 
erly flank. The encroachment 
is spreading south and west to- 
ward the more productive area 
that is at present practically 
free from this trouble. 


By shutting its Elwood tide- 
land gusher wells entirely in, 
Pacific Western Oil Co. gained 
considerable leeway under its 
allowable daily output, en- 
abling it to open up its permit 
well No. 92-7. On the new flow 
test the project made 7000 bar- 
rels per day of 34 gravity oil. 
When originally completed, the 
well flowed about 75 million 
cubic feet of gas and 4500 bar- 
rels of oil. 
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On the Western Front 


By Jack N. Westsmith 
Los Angeles 








O CARRY outa budget plan 

that is expected to effect a 

saving of more than $12,- 
000,000 a year, Richfield Oil 
Co. recently elected Ralph W. 
Walsh vice president and di- 
rector in charge of sales. Mr. 
Walsh was president of the 
Washburn Petroleum Co. until 
it was absorbed by Richfield 
when he became vice president 
of Richfield Oil Corp. of New 
York. 


Under the new system of op- 
eration, expected to become ef- 
fective in 1931, the company 
plans to save between $700,000 
and $900,000 per month by can- 
celling a number of crude oil 
purchase contracts that run 
from year to year. An addi- 


' tional $200,000 per month is ex- 


pected to be saved by reducing 
operating costs. 


Cancellation of the oil pur- 
chasing contracts will be pos- 
sible through increased produc- 
tion in the fields in which Rich- 
field owns acreage, and through 
terms of the contracts them- 
selves. Wherever practical the 
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W. C. “Pete”? Maxfield 
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company will convert its inven- 
tories into cash. 

The program was begun Nov. 
15 by a wholesale reduction in 
personnel. A general weeding 
out process has been under way 
for several months, but the re- 
cent slash took a lot of the old- 
timers. ° 

Adoption of the new operat- 
ing program removes, for the 
present at least, any thought of 
the merger with Tidewater As- 
sociated Oil Co. that has been 
in the wind for some time. 

* * *% 


Dr. R. D. Reed, chief geolo- 
gist, The Texas Co. (California) 
recently returned from San An- 
tonio, Texas, where he attended 
a meeting of the American As- 
sociation of Petroleum Geolo- 
gists, of which organization he 
is first vice president. 


During his visit, Dr. Reed ad- 
dressed local meetings of the 
Association in Houston, Dallas 
and Fort Worth, Texas. On his 
return trip to California, he 
made an inspection tour of vari- 
ous important oil producing 
areas in West Texas and New 


Mexico. 
* * % 


Under the operating name of 
Continental-Emsco, it is re- 
ported Continental Supply Co. 
will buy Emsco Derrick and 
Equipment Co., a Los Angeles 
supply company. 

Through a working agree- 
ment Continental has acted as 
sales representative for Emsco 
in all territory outside of Cali- 
fornia. The report has not been 
officially confirmed and details 
of the actual negotiations are 
lacking. 


ok * * 


In search of new worlds to 
conquer, W. C. ‘‘Pete’”’ Maxfield, 
for 11 years driller for Union 
Oil Co. in its operations in 
Venezuela, Colorado, and in 
various California fields, has 
signed up with the Burma-Brit- 
ish Petroleum Co. 

As assistant drilling superin- 


tendent, Pete will work at 
Yenangyaung, said to be one of 
the oldest oil producing areas 
in the world. 

* * * 


Resignation of W. E. Hart, 
vice president and treasurer of 





R. D. Reed 


Richfield Oil Co., effective Dec. 
1, was recently announced by 
James A. Talbot, chairman of 
the board of directors. 


* * * 


Walter D. Abel, formerly 
chief engineer with the State 
Corporation Division, has open- 
ed offices in the Quinby Bldg., 
Los Angeles, where he will 
specialize in consulting work 
pertaining to organization of 
corporations. He will also of- 
fer consulting work to opera- 
tors in the oil and mining in- 


dustries. 
* * * 


Martin Van Couvering, con- 
sulting engineer, has moved his 
offices from the Petroleum Se- 
curities Bldg., to 704 Wright 
and Callender Bldg., Los An- 
geles. 
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Every Boiler} 
need fe | 


rom So to 400 / 
Horsepower. 


The Vogt Class M Low Type Boiler takes the place of 
all other designs of small boilers because it combines 


all the advantages sought for, including increased 


ratings, higher steam pressures, and adaptability to 
The design is not new —it is merely 


space limitations. 
an adaptation of the Vogt Class L Low Type Boiler 
which has always been considered good design. 
Whether for heating or power, economical operation 
is assured and any fuel or fuel burning device may be 
used. The above installation was recently completed 
for the Brown Wood Preserving Company at Highland 


Park, Kentucky. 
The A. S. M. E. Boiler Construction Code, as 
well as individual state laws, is strictly complied 
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HENRY VOGT MACHINE CO 
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NEW YORK CHICAGO 
PHILADELPHIA 
Manufacturers of: Oil Refinery Equipment, Drop Forged Steel Valves 
and Fittings, Water Tube and Horizontal Return Tubular Boilers, 
, Heat Exchangers. 





Ice Making and Refrigerating Machiner 
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Standard Tank Batteries Economical 
In Gaining Flexibility 


HOUSTON 

EASE tank batteries con- 

structed by the Simms Oil 

Co., Dallas, are built with 
the following principal objects 
in view: 

(1)—Flexibility and adap- 
tability to conditions and to 
treating oil as produced, with- 
out extra labor. 

(2)—Practicability for in- 
stallation under oil field con- 
ditions. 

(3)—~Low cost of operation. 

(4)—Low first cost. 

(5)—High salvage value. 


(6)—Low cost of removal 
and erection at another loca- 
tion. 

(7)—Neat general appear-. 
ance. 

“We feel,’ says Frank Gard- 
ner, chief engineer, “‘that we 
have in a measure gained these 
advantages in the standard 
tank batteries now in use in 
our producing leases.’’ 

He adds that where produc- 
tion does not exceed 2500 bar- 
rels daily an adaptable tank 
battery in his company’s prac- 
tice consists of one 750-barrel 


flow tank; one high 500-barrel 
settling (excelsior) tank and 
four low 500-barrel stock tanks, 
with heater, heat exchanger 
and circulating pump. 

By erecting additional stock 
tanks in the flush production 
period, in event the pipeline 
company does not move the oil 
promptly, it is possible to in- 
crease the tank battery; such 
extra tanks to be removed as 
the need for them passes. 

The addition of the stock 
tanks, or their removal, does 
not in either case disturb the 
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Diagram of 500-barrel settling tank showing method of installing excelsior 
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set-up or operation of the reg- 
ular battery. 

Production not exceeding 
1500 barrels can be handled by 
a battery consisting of four 
250-barrel stock tanks and 
smaller yields are handled by 
four 100-barrel stock tanks. 
In these two batteries the flow 
tank is either a seven by 20- 
foot welded steel tank or a 
195-barrel bolted steel tank; 
the settling tank is a 7-foot by 
15-foot welded steel tank or a 
130-barrel bolted steel tank. 


N ALL of the tank batteries 

the flow of the fluid and the 
system of connecting up the 
tanks is the same, varying only 
in the adjustment of sizes and 
lengths of pipe to adapt the dif- 
ferent sized tanks. 

The flow line is connected 
into the well manifold, which 
is made in units for connecting 
in four wells. Additional units 
may be added, if needed, with- 
out disturbing the flow of wells 
that are connected and produc- 
ing. Valves and lines are ar- 
ranged so that an individual 
test of any well can be made. 

The flow of oil is through the 
65g-inch pipe to the gas separa- 
tor. (Gas separator can be by- 
passed if traps are used at indi- 
vidual wells, or can be omitted 
where the gas conditions do 
not require its use.) 

From the trap the flow is to 
the 750-barrel flow tank empty- 
ing into an 18-inch by 24-foot 
flume. This flume is entirely 
within the tank and has an 
opening at the top (inside the 
tank) to allow gas to escape. 

The fluid passes down the 
flume and out at openings in 
flume 12 inches from bottom of 
the tank. (Flow tank can be 
bypassed if not needed and oil 
run to the treating system, set- 
tling tank, or stock tanks is de- 
sired.) 

Oil flows out of pipe 3 feet 
from top of flow tank into the 
bottom of the settling (ex- 
celsior) tank, or to the heat ex- 
changer, or to the stock tanks, 
whichever is desired. Siphons 
are provided for draining water 
from the flow tank and settling 
tank. 

Oil passing through the treat- 
ing system flows into the bot- 
tom of the settling tank and up 
through a five foot layer of 
excelsior. The bottom of the 
excelsior is 3 feet up from 
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the bottom of the tank. 

In placing excelsior, horses 
made of 2 or 2%-inch pipe, 
welded, and similar to car- 
penter saw horses, 3 feet high, 
are used. Across these are 
spaced 2 x 12-inch planks 4 
inches apart. 

A layer of %-inch mesh 
hardware cloth is nailed to the 
boards, and on this is placed 
the excelsior, which should be 
tightly packed down. A layer 
of %4-inch hardware cloth is 
then placed over the excelsior 
and 2 x 12-inch planks spaced 
one foot apart are placed over 
this. Two 2 by 12-inch planks 
are placed across these and 
four bolts are placed extending 
entirely through the excelsior 
and supporting planks, securely 
tying the top and bottom lay- 
ers of planks together and com- 
pressing the excelsior. 

In some places the company 
has old tank steel available and 
by cutting slots in this, has 
been able to use it in place of 
the 2 by 12-inch lumber. 

Braces must be placed from 
the top of the excelsior to the 
top of the tank, or braces must 
be bolted inside the tank, to 
hold the excelsior in place, says 
Mr. Gardner. Care must be 
used in seeing that the edges of 
the hardware cloth overlap and 
are tied together and that the 
cloth turns up at the edges and 
presses snugly against the side 
of the tank. 

Fresh oil is handled by 
gravity throughout. A cir- 
culating pump is provided and 
tank bottoms, or oils that do 
not clear up in the stock tanks, 
can be recirculated through 
the entire system, or through 
any part of the system neces- 
sary, without interruption of 
regular production flow. 


IL from wells producing 
pipe line oil can be run di- 
rect to stock tanks and oil from 
wells producing cut oil can be 
run into any other part of the 
system for settling or treating. 
Regular materials, common 
to oil field practice is used 
throughout and there should 
be no delay caused by waiting 
on special material. Isometric 
drawings are made and fur- 
nished to aid the men in the 
field. 
A list of material and equip- 
ment necessary for the erection 
of a complete tank battery is a 


part of the blue print. This 
list is particularly useful in 
that it helps the material men 
and superintendent, or district 
foreman, get all the needed 
material on location and elimi- 
nates delays caused by waiting 
on some item that is over- 
looked. 

Due to the fact that the oil 
is handled strictly by gravity 
flow (except in recirculating 
oil) and the treating plant 
operates with very little atten- 
tion after once being regulated, 
the labor necessary to handle 
the work is a very small item. 
There are no alterations or ad- 
ditions to be made after the 
erection is completed. 


The tank walk is low and it is 
easy for the pumper to gauge 
and switch his tanks. The re- 
pairs necessary are for the 
pump and heater, and as these 
are simply designed equipment, 
the costs are nominal. 


HERE it is necessary to 

heat oil in treating a 500 
Pittsburgh or Ruud instantane- 
ous hot water heater and a heat 
exchanger are used. The heat 
exchanger is 22 inches by 10 
feet and consists of a shell in- 
side of which is a number of 
small pipes rolled into a flue 
sheet at each end. 

The hot water from the hot 
water heater enters at the top 
of the exchanger and circulates 
down through the inside of the 
pipes, and out the bottom back 
into the heater. The cold oil 
enters the shell near the bot- 
tom outside of the pipes and 
flows up and out of the shell 
near the top. It will be noted 
that a thermo syphon effect is 
secured in both cases. The 
water as it is cooled flows down- 
ward and the oil as it is heated 
flows upward. 

Gas generated in the heat 
exchanger due to heating of oil 
passes out through an auto- 
matic gas relief valve placed at 
the top of line coming from the 
heater. A thermostat is placed 
in the oil line from the heater 
and is adjusted so that when 
the oil is heated to the required 
temperature the gas to the 
heater will be reduced, thus 
automatically regulating the 
temperature of the oil from the 
heater. The automatic hot 
water heater comes equipped 
with a thermostat on the hot 
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RTISING PAGES KEMOVED 


water line, wiht prevents the 
water from reaching the boil- 
ing point. 

Burners in the hot water 
heater that are used have been 
designed for use in cities or 
communities where the _ gas 
rates are high and these have, 
therefore, been designed to be 
as economical in the use of gas 
as possible. By keeping the oil 
heated to an even temperature 
at which the oil will treat out 
the best, the amount of Kontol 
(treating chemical) used is re- 
duced to a minimum. 

Free water will separate 
from the oil in the 750-barrel 
tank and chemicals, when 
necessary, are put in stream at 
the outlet of the 750-barrel 
tank. The oil then flows to the 
bottom of the high 500-barrel 
excelsior tank (through heat 
exchanger if required). The 
oil emulsion passing through 
the excelsior is broken up and 
the water is drained off through 
siphon; the pipe line oil flowing 
to the stock tanks. 

In event a bad bottom de- 
velops,, or bad oil gets into 
stock, or excelsior tanks, it can 
be recirculated back through 
the entire system, or it can be 
pumped back through the 
heater or tanks. The battery 
is complete in design and, as 
there are no catch traps around 
it for oil or junk, it is easy to 
keep cleaned up. These fea- 
tures reduce the operating costs 
to a minimum. 


In erecting tank batteries 
the first cost is held down in 
several ways. In setting the 
first tanks for a lease the gen- 
eral layout is followed. lLoca- 
tions are made for all of the 
tanks and gas separator, but it 
is probable that only two stock 
tanks are set until production is 
proved, in which event the bat- 
tery is completed. Victaulic 
Couplings are used throughout 
and a number of combination 
nipples with Victaulic threads 
one end and regular threads 
the other end are used. 


An electric driven portable 
grooving, threading, and cut- 
ting machine is moved to loca- 
tion and all of this kind of 
work is done on the job. The 
usual portable hook-up consists 
of one Kohler 110-volt gen- 
erating unit for developing 
power, one Beaver electric 
motor driven power machine, 
one Beaver square end pipe 
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Never Mind! 


We've Too Much 
Gasoline, Anyhow 


PMU ULL 


UNTILL 


RICHMOND, Va.—Lonnie Burwell’s gasoline bubble 
burst in Caswell county, N. C., the other day with reports 
by Herman J. Bryson, state geologist that the gasoline 
which has been flowing into his well seeped in from a leak- 


ing gasoline tank in Burwell’s filling station. 

The geologist reported that the rock formation was 
not of oil producing type and that the probability was that 
gasoline has been leaking from the tank for some time and 
that there would be continued seepage. 


POV PALUDUETADEATA SUE L 


Burwell, how- 


ever, contends he removed the gasoline tank and found no 


leak in it. 


In the meantime, there has been a cave-in in 


the well and the flow of gas has stopped. 


PAUAIUAMDAN AULA AT UOT < 


cutter, one set 4-inch Victaulic 
groover, one 4-inch: Toledo 
Stock & Dies, one 2-inch Toledo 
Stock & Dies, one pipe vise. The 
vise is set up on a temporary 
bench at location. 

Each of the items is a sep- 
arate unit and can be easily 
loaded and unloaded on a small 
truck and moved from one loca- 
tion to another at very little 
expense. The actual cost of 
making a 4-inch cut, groove, or 
thread averages about 10 cents 
each. Two compose the crew 
for cutting and threading pipe. 


“We have tried to reauce the 
amount of pipe and fittings 
used to the lowest amount pos- 
sible and yet obtain adapta- 
bility as outlined,’’ says Mr. 
Gardner. ‘‘Wood tank walks 
are used which are economical 
both as to first cost and upkeep. 
Hook ladders are used on the 
flow tank and settling tank. 


“Fire walls are not used ex- 
cept in very unusual circum- 
stances, or when required by 
law. It is thought that fire walls 
tend to increase the fire haz- 
ard, due to the soil around tank 
batteries becoming oil satur- 
ated and the space inside the 
fire walls ordinarily being used 
to catch tank drainage. 


“One advantage of a stand- 
ard hook-up is the ease with 
which a tank or tank battery 
can be dismantled and set up 
on another location. For ex- 
ample; to move a stock tank, 
it is only necessary to discon- 
nect three 4-inch Victaulic 
Couplings, break out risers 
from tank and flow lines, and 
break out draw off line from 
main draw off line and tank. 


The next tank battery where 
these will be used will be con- 
nected up similarly and it is, 
therefore, not necessary to 
break out the valves and fit- 
tings, thus saving the labor of 
breaking them out at one loca- 
tion and making them up at 
the other. 


“In breaking out fittings, 
some are usually ruined and 
this loss is also prevented by 
the use of the standard hook- 
up. In this way, the first cost 
labor of cutting and threading 
nipples and pipe, and the labor 
of making up about 30 per cent 
of the connections can be saved 
on a reinstallation. 


“All tanks are kept painted 
and as there is no unnecessary 
or surplus equipment in or 
around the tank battery, it is 
easy for the pumper to keep 
the property clean. The elimi- 
nation of the fire wall adds 
greatly to the appearance of 
the property. 

“Although, the general ap- 
pearance is discussed last, it is 
considered of prime importance 
as it is believed that the appear- 
ance of a tank battery and 
other lease equipment is prima 
facia evidence of the efficiency 
of the operating company.” 





TORONTO—A test well on 
its 12,000 acre lease has been 
begun by the Commonwealth 
Petroleum, Ltd. in the Mani- 
tou district of Manitoba. The 
Texas Co. and Imperial Oil, 
Ltd. have started a deep-test 
well across the river on the 
Blood Indian Reserve in Al- 
berta. 
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Gas and Air Lift 


in 


Oil Production 


In 51 articles in the past two years’ issues, NATIONAL 
PETROLEUM NEWS has told of the use of air, gas 
and water in increasing oil recovery, application 
methods, and of restoring pressure to old pools. 


Here are the articles for your file reference: 


1930 


Operation of water flood oonte under 
proration Nov. 12, p. 176 


Gas lift practice in California 
Oct. 15, p. 46 


1500-pound back pressure advised for 8500 
foot wells Sept. 3, p. 36 


Gas lift economic limit may come to 


Oklahoma City Aug. 13, p. 52 
Safety in air/gas lift work May 7, p. 61 
Air/gas injection problems at Harmel 


Apr. 9, p. 41 

First repressuring of depleted = at- 
tempted Feb. 19, p. 46 
New developments in flooding sah in 
Bradford Feb. 19, p. 30 


1929 * 


Repressuring at peak doubles lease ovenen 
sp. 

High gas volumes handled in repressuring 

oe Dec. 11, p. 44 

Repressuring authorities a | tery 


Tonkawa field men discuss repressuring 





v. 27, p. 39 

Gas lift develop t in Seminol 

Oct. 30, p. 213 
Mid-Continent repressuring practice 

Oct. 9, p. 48-B 
Repressuring in depleted oil aoe 

Oct. 9, p. 48-P 
Repressuring successful in ater 

Aug. 21, p. 37 


Gas lift practice of 15 companies in Semi- 
nole June 26, p. 62; June 19, p. 57 
Water drive in Bradford speeds as tech- 
nique improves May 29, p. 50 
Keeping accident out of — lift Lotenes 
2, p. 59 

Safety rules for operators May 22, p, 62 
Automatic water supply for gas lift 
May |, p. 64 


Alcohol keeps gas lift lines aoe 
March 13, p. 66 
Repressuring eget in Bradford 
Feb. 13, p. 62; Feb. 6, p.5! 


Better recovery, cheaper lifting sought 
Feb. 13, p. 35 

Pulsing air-gas cuts repressuring hazards 
an. 30, p. 60 


Santa Fe Springs gets repressuring plan 
an. 9, p. 





Lease returns cost of rep ure equip 
quickly Jan. 2, p. 29 


1928 


Archer Co. output may be increased by 
repressuring Dec. 19, p. 34 
Back pressure increases yields 
Dec. 12, p. 43 
Questions economic success of gas lift 
Dec. 12, p. 60 


Unit repressuring effects ont 5.0.65 
ec. P. 


Repressuring in Burmah fields 
Dec. 5, p. 62 


Gas-oil ratio of 5000 ft. for Misener sand 
Nov. 7, p. 41 


Restoring pressure flows —_ ay eg 


Back pressuring advised for Santa Fe 
Springs Nov. 7, p. 


Santa Fe Springs drafts repressuring plan 
Oct. 31, p. 36 


Repressuring slows down for winter 


Oct. 24, p. 44 


Better use of gas in oil recovery 
Oct. 24, p. 24 


Intermittent injection of gas in gas lift 
installations Oct. 17, p. 44 


Economic effect of gas lift in natural gaso- 
line industry Oct. 17, p. 130 


Gas lift raises new —* "4 depletion 
. 17, p. 159 


Flowing wells against pressure +.¥ in 
minole Oct. 3, p. 56 


Early repressuring in Cook Rel, os 
Po 


Repressuring in Lima field Sept. 12, p. 51 
Application of gas in plant control 


t. 5, p. 79 

Avoiding extra cost in pressure rejuvenation 
Aug. 15, p. 38 

Pressure rejuvenation in Powell-Stove 
Aug. |, p. 25 

Effect of operating methods on oil re- 
coverable July 25, p. 50 


Salt Creek has big gas drive July !1, p. 29 


Water flooding not successful in Kane, Pa. 
July 4, p. 50 


Back copies of any of the above issues are 25c a copy. 
On issues that are exhausted, photostats will be fur- 


nished at 40c per page. 


Libraries in the larger cities generally keep back files 
of NATIONAL PETROLEUM NEWS complete. 


National Petroleum News 
Main Office: 1213 West Third St. 
Cleveland, Ohio 











New Patents 





Prepared by R. E. Burnham, patent 
and trade-mark attorney, 1343 H 
Street, N. W., Washington, D. C., from 
whom copies. may be obtained at the 
rate of 20c each. State number of 
patent and name of inventor when or- 
dering. 


October 7, 1930 
PRODUCTION 


Expanding-roller underreamer—John 
Grant, Los Angeles, Calif. Filed July 
14, 1926. No. 1,777,559. 

Blow-out preventer for oil wells— 
Chester C. Hosmer, Huntington Beach, 
Calif. Filed Aug. 30, 1928. No. 1,777.- 
564. 

Vacuum fishing-tool—Elmer F. Sal- 
veson, Fullerton, Calif. Filed July 2, 
1937... No. 1,777,881. 

Well tool and joint—Idris Thomas, 
Whittier, Calif. Filed June 24, 1929. 
No. 1,777,691. 

Casing spear—lIdris Thomas, Whit- 
tier, Calif. Filed July 8, 1929. No. 
1,777,592. 

Gas-lift pump—Bruno R. Schabarum, 
Toledo, Ohio, assignor to National Sup. 
ply Co., same place. Filed May 27, 
1927. No. 1,777,680. 

Pipe-cutter — Samuel oO. Braden, 
Drumright, Okla. Filed Jan. 14, 1928. 
No, 1,777,718. 





. Hammer, 
Muskogee, Okla. Filed Aug. 26, 1929. 
No. 1,777,918. 

Hook-off for wells—Harley H. Mar- 
key, Homer, La. Filed Mar. 11, 1929. 
No. 1,777,927. 

Bore-hole apparatus—Matvey A. Ca- 
peliuschnicoff, Baku, Russia. Filed 
Apr. 4, 1927. Ne. 1,777,961. 

Underground pump for deep wells— 
Richard C. Mason, Tulsa, Okla. Filed 
Apr. 27, 1925. No. 1,777,981. 


MISCELLANEOUS 


Floating deck—Alvah M. Griffin, Los 
Angeles, Calif., assignor to Chicago 
Bridge & Iron Co., Chicago, Ill. Filed 
Feb. 23, 1927. No. 1,777,560. 


October 14, 1930 


REFINING 


Converting of hydrocarbons—Lester 
Kirschbraun, Chicago, IIl., assignor to 
Universal Oil Products Co., same place. 
Filed Nov. 17, 1920. No. 1,778,157. 

Distillation apparatus—David T. Wil- 
liams, Paterson, N. J. Filed Nov. 20, 
1926. No. 1,778,177. 

Apparatus for distilling liquid hydro- 
carbons—Nathan FE. Merrill, Long 
Beach, Calif. Filed Jan. 30, 1926. No. 
1,778.269. 

Distillation of hydrocarbon  oils— 
William H. Bahlke, Whiting, Ind., as- 
signor to Standard Oil Co. of Indiana. 
Filed Aug. 9, 1928. No. 1,778,445. 

Fractionating column — Robert PF. 
Wilson, Chicago, Ill., and William H. 
Bahlke, Whiting, Ind., assignors to 
Standard Oil Co. of Indiana. Filed 
Aug. 6, 1927. No. 1,778,476. 

Art of treating shale or the like-- 
William H. Hampton, Portland, Oreg 
Filed Dec. 16, 1920. No. 1,778,515. 

Process of distilling mineral oil under 
a high vacuum—Arthur E. Pew, jr. 
Bryn Mawr, Pa., assignor to Sun Oil 
Co., Philadelphia, Pa. Filed Feb. 27, 
1926. No. 1,778,565. 


PRODUCTION 
Safety field-pump stop—Howell A. 
Denton, Taft. Calif. Filed Feb. 4, 1929. 
No. 1,778,247. 
Rotary jar—George E. Fentress, [0s 
Angeles. Calif. Filed Feb. 14, 192%. 
No. 1,778,252. 
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Lead-Sulfur Greases Good But Not 


Good Enough, Engineers Decide 


CLEVELAND, Nov. 18 
EAD soap greases have gone 
a long way in the solution 
of the automotive engi- 
neer’s problem of suitably lub- 
ricating high pressure trans- 
missions, according to _ state- 
ments made here last night by 
engineers discussing lubricant 
manufacture. The local sec- 
tion of the Society of Automo- 
tive Engineers held its regular 
meeting and dinner at the 
Hotel Statler, and discussed at 
length the advantages and dis- 
advantages of various types of 
compounded lubricants. 
Although lead greases give a 
better oil film on transmission 
gears under high pressures 
than any other type of lubri- 
cant yet developed, these greas- 
es are not without their disad- 
vantages, according to J. R. Ed- 
wards, of the Jesco Lubricat- 
ing Co. of St. Louis, who pre- 
sented the subject from the 
viewpoint of the marketer and 
manufacturer of lubricants. 


He also stated that lead 
greases as marketed by differ- 
ent manufacturers show a wide 
variation in most of their physi- 
cal properties, especially in 
soap and in sulfur content, as 
well as the properties of the 
mineral oil employed. Viscosi- 
ties agree more nearly than 
any other property in commer- 
cial greases from different 
sources, he said. 

E. Wooler of the Timken 
Roller Bearing Co., presented 
the case for the user and the 
manufacturer of equipment re- 
quiring a heavy lubricant for 
operation. As a result of a 
large amount of investigation 
by his company on this prob- 
lem, the author stated that a 
Suitable transmission grease 
must possess the _ following 
properties and must not con- 


tain the ingredients mentioned, 
if it is to render suitable serv- 
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By Arch L. Foster 


N. P. N. STAFF WRITER 


ice without damage to equip- 
ment: 

1. The manufacture of lead 
soap base oils in the past has 
not in general been compound- 
ed to produce dependable prod- 
ucts. 

2. The use of inorganic 
fillers which are lapping agents 
such as tale, mica, graphite, 
asbestos (free sulfur) should 
not be used. 

3. The oil which is desir- 
able should have the following 
characteristics: 


(a) Freedom from separa- 
tion. 

(b) Be non-abrasive. 

(c) Shall carry a mini- 
mum load of 20,000 
pounds per’ square 
inch on a suitable test 
machine without scuf- 
fing. 

(d) Shall not channel at 
low temperature 
(0°F.) 

(d) Shall be reasonably 
cheap and obtainable 
at any service station. 

(f) Shall not produce 
etching of bearings, 
etc. 

4. The chemical analyses 
which have been the chief guide 
in the past to the suitability of 
oils for specific purposes should 
be secondary to the physical 
test of the oil. 

5. A standard physical test 
apparatus to determine its load- 
carrying capacity and its free- 
dom from abrasion should be 
developed. 

The Timken Co. has devel- 
oped two machines for testing 
the lubricating qualities and 
the injurious’ properties. of 
greases. In one of these, a 
‘scuffing machine,’’ lubricant 
is fed to a bearing on which 
a predetermined weight is 
placed by means of a lever, and 
the journal is rotated at a defi- 
nite speed while a curve is pro- 


duced photographically by 
means of a reflecting mirror. 
Study of the effect of various 
ingredients added to mineral 
oils of the lubrication and abra- 
sion of bearings showed that 
at high bearing pressures lead 
soaps kept a better film on the 
metal than any other material. 


It has been proven also that 
more abrasion, or lapping ac- 
tion, takes place on a bearing 
using lead greases than with 
any other grease of that gen- 
eral type. Wear of the bear- 
ing, resulting eventually in 
noisy gears, was relatively quite 
pronounced, and this drawback 
must be eliminated in some 
way, according to the author. 

The author has also deter- 
mined that the addition of 
soaps such as aluminum, soda, 
and lime, do not affect the 
carrying capacity of an oil, and 
illustrated the results obtained 
with curves showing the lack 
of essential change when five 
per cent of aluminum stearate, 
and five per cent of oleic acid 
were added to straight mineral 
oil. 

Roughness of the bearing 
after test was studied by means 
of an apparatus designed for 
the company by the University 
of Michigan, which is capable 
of checking the surface rough- 
ness of either plane or curved 
surfaces, producing curves - 
which show the relative amount 
of scuffing or wear sustained 
by a metal. 

The addition of elementary 
sulfur to various oils showed 
that this material has a marked 
property for increasing the 
load-sustaining power of a lub- 
ricant. Several commercial 
oils, containing sulfur, either 
free or combined, have been 
tested, and it has been found 
that free sulfur has more ef- 
fect than that supposedly in 
combination, the latter show- 
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Built to last... you will always be 
assured of a fresh supply of pure 
water, when you have a GOTT 
Water Gooler. Order one now from 
your supply store. 
Gott Water Cans 1} gal; 3 gal; 
5 gal; and 10 gal. 


Gott Water Coolers 3 gal; 5 gal; 
8 gal; 10 gal; and 20 gal. 
H. P. GOTT MFG. CO. + Winfield, Kansas 
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KELLYS Are Creeping Up 
on SWEETLANDS 


CORES of Oliver United’s Sweetland Pressure 
Filters are now in service handling the various 
contact clays. 


Already, more than a score of Kelly Filters are 
now in service cleaning up pressure still residuum. 





That’s a good record. Also a suggestion to other 
refineries bothered with a messy residuum. 


yy 
OLIVER UNITED FILTERS INC. 


SAN FRANCISCO, Fed. Reserve Bank Bldg. NEW YORK, 33 West 42nd St. 
CHICAGO, 565 Washington Blvd. LONDON, W. C. 1, 150 Southampton Row 
PARIS, T. L. Genter, Concessionaire, 63 Ave. des Champs Elysees 











PETROLEUM PRODUCTS 
From All Fields 


Carloads, Tank Cars, and Cargoes 
For Domestic or Export 


GASOLINE KEROSENE NAPHTHA 
CRUDE OIL FUEL OIL GAS OIL FURNACE OIL 
CYLINDER STOCKS 
UNFILTERED AND FILTERED 
BRIGHT STOCKS 
COLD SETTLED AND CENTRIFUGED 
PALE — RED OILS 
WAX — PETROLATUM 
TECHNICAL WHITE OILS 
WHITE MINERAL OILS 


For 35 years of reliability, service and integrity— 
this Company enjoys an International Reputation 


JAMES B. BERRY SONS’ CO., INC. 
General Office—Oil City, Pa. 


District Offices at 
New York, Philadelphia, Boston, 
London — Hamburg 


Cable Address—J ASBER Oil City 


Chicago 
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ing little improvement, and in 
one case the abrasion was se- 
vere, when using an oil con- 
taining about 10 per cent of sul- 
fur in combination. 


Oils with chemically com- 
bined sulfur scored at 20,000 
pounds per square inch bearing 
pressure, and would carry only 
10,000 to 15,000 pounds load, 
according to the author’s find- 
ings. Oils high in free sulfur 
separated badly on test, and to 
some extent on standing in stor- 
age. This statement was cor- 
roborated by another speaker 
who gave somewhat similar ex- 
periences with lead and sulfur 
greases in experimental work. 

Another oil, which is sup- 
posedly chemically combined 
and therefore should not sep- 
arate, sustained a load of 40,- 
000 pounds and was stated by 
the author to show consider- 
able promise as a suitable lub- 
ricant. 

Many of the lead soap greas- 
es on the market contain as 
high as 3% per cent of sulfur 


| and it is the author’s belief that 


this explains the ability of these 
greases to support heavy bear- 
ing pressures. It has been not- 
ed that a lead grease which does 
not contain this sulfur must 
have at least ten per cent of 
lead oleate to be a good lubri- 
cant. 

Bronze bearings, tested in 
the same manner as steel and 
alloy bearings, showed about 
the same scuffing pressures as 
the steel, with the same lubri- 
cants. Scuffing occurs at about 
4000 pounds with straight min- 
eral oils. 


H. C. Mougey, of General Mo- 
tors Research Corp., in sum- 
ming up the results of the dis- 
cussion stated that it has been 
determined that mineral oil 
alone will not properly lubricate 
modern transmission’ gears. 
Nor will oil and lead soaps do 
the job properly, but these, 
with a suitable amount of sul- 
fur present, will properly lub- 
ricate. The speaker then asked 
two questions: Is the lead soap 
necessary? And second, what 
are we going to do about it? 

After discussion it was decid- 
ed that a committee should 
look into the matter of the ad- 
visability of further intensive 
co-operative study of the prob- 
lem in the attempt to reach a 
still more satisfactory conclu- 
sion. 
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New Refining Patents 








Pressure Cracking, U. S. P. 1,775- 
052, Sept. 2, 1930, application filed 
July 3, 1924; Frederick G. Ring and 
Percy G. Paris, Assignors to Bethle- 
hem Steel Co. 


T HAS been common practice, in the 

| operation of pressure cracking stills, 
to return to the still all the primary 
condensates; but the inventors have 
found, and proved by experiment that 
this practice is not beneficial and is 
often a hindrance to efficient cracking. 
This is largely because the interme- 
diate fractions, more volatile than the 
charging stock but less so than the 
desired light distillates, are more re- 
fractory to cracking conditions than 
the cracking stock. Hence, the effects 
of returning these intermediate frac- 
tions to the still are to lower the 
average boiling point of the oil being 
cracked, thus upsetting the pressure 
and temperature equilibrium, and to 
increase fuel consumption by imposing 
on the still the added burden of re- 
vaporizing these condensates, which 
are not cracked under the prevailing 
conditions. 

The new method, therefore, provides 
apparatus which separates the oil from 
the primary condenser into two frac- 
tions, either of which may, if desired, 


be separately subjected to properly 
chosen cracking conditions. It is also 


advantageous to use the heavier frac- 
tion for refinery fuel, and the lighter 
fraction for blending with heavy oils 
to improve their properties. 


What is Claimed 

An improvement in cracking appa- 
ratus, consisting of a furnace with a 
vertical pressure still, a vapor pipe 
leading to a combined preheater and 
fractionating condenser, the condenser 
including a multipass assembly of 
tubes in a baffled vapor space, means 
for separately removing intermediate 
condensates and further treating them, 
a pressure relief valve and a final con- 
denser. 

* * * 

Storing Distillates. U. S. P. 1,776,- 
598, Sept. 23, 1930, application filed 
Nov. 26, 1926; James B. Rather and 
Leslie C. Beard, Jr., Assignors to 
Standard Oil Co. of New York. 


T HAS been found that the discolor- 
| ation of kerosine and gasoline, and 
the formation therein of bad odors 
and gums or resins, can be obviated 
by depriving the fresh distillates of 
their air content and storing them 
out of contact with air. 

This is accomplished by causing the 
distillates, fresh from the still, to 
trickle downward over loose fragments 
of a baffle material, in counter cur- 
rent flow with a rising current of inert 
§as, which removes both the free and 
dissolved air. The preferred tempera- 
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ture for this treatment is 125-150 de- 
grees F. From the baffle column the 
kerosine or gasoline is passed into con- 
tainers, previously filled with inert gas, 
so that contact with air is prevented. 
The filled containers are sealed, so 
that the liquid retains its desirable 
properties. The inert gas may be re- 
covered for reuse. 


What is Claimed 


Preserving gasoline and _ kerosine 
against formation of color, odor and 
gum, by passing a copious flow of inert 
gas through a finely divided stream 
of the distillate percolating through 
baffling material to cause the inert 
gas to take up the air contained in the 
distillate, and removing the distillate 
from further contact with the gases. 

* * * 


Sulfur Dioxide Treatment. U. S. P. 
1,776,752 and 1,776,753, Sept. 
1930; applications filed Jan. 16 and 
May 28, 1928, and in Germany June 
25, 1927, and April 14, 1928; Lazar 
Edeleanu, Assignor to Edeleanu Gesell- 
schaft m.b. H. 


S A MODIFICATION of the method 
A: desulfurizing and deodorizing 
vils by extraction with liquid sulfur 
dioxide, it has been found that an 
after-treatment with a dilute alkaline 
solution of litharge is more effective 
than the sulfuric acid after-treatment. 
The sulfur removal and deodorization 
are not quite complete in one treat- 
ment with sulfur dioxide. The 
after-treatment with an alkaline solu- 


23, 





new | 


tion of lead oxide does not remove all | 


the residual sulfur content, but is very 
effective in improving the odor. 

In another modification of the sulfur 
dioxide extraction process, lubricants 
are obtained which are completely 
acid-free and are superior to products 
of other treatments in color stability, 
resistance to oxidation and low tar 
content. In this treatment, the sulfur 


dioxide extraction is first carried out, | 
aromatic | 


for removal of unsaturated 
compounds and other impurities solu- 
ble in sulfur dioxide; the oil is then 
distilled, with or without steam or 
vacuum, in presence of a little alkali. 


What is Claimed 
1,776,752: Improving the proper- 
ties of petroleum distillates by the 
known process of extracting with 
liquid sulfur dioxide, removing ad- 
hering sulfur dioxide, and treating 


the remaining insoluble portion with | 


a dilute alkaline solution of litharge. 

1,776,753: In making lubricating 
oil from mineral oil stock, extracting 
the stock with liquid sulfur dioxide to 
separate the lubricating stock from the 
undesirable soluble constituents, and 
distilling the insoluble 
stock in the presence of an alkali. 


lubricating | 


. 





PIPE BENDS 
WELDED HEADERS 
CAST STEEL FITTINGS 
COMPLETE PIPING 





We manufacture ordi- 
nary requirements or 
design and manufac- 
ture special piping for 
any refinery condition. 
A third of a century 
of piping leadership. 
GEO. B. LIMBERT CO. 


570 Fulton Street, Chicago, Ill. 


St. Louis Kansas City, Mo. 
Detroit, Mich. 
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Fast - - - economical 


equipment cleaning 


RY this eccnomical 

method of cleaning pipe 
fittings, valves and other 
miscellaneous equipment. 
Soak the parts for a short 
time in a tank containing a 
hot solution of an Oakite 
material. With little or no 
scrubbing or scraping, equip- 
ment will come out clean, 
every trace of oil, dirt and 
muck removed, ina fraction 
of the usual time. 


Write for booklet ‘‘Oakite in 
the Oil Industry.” It gives 
directions for cleaning field 
equipment, and for doing 
scores of oil field, refinery, or 
service station jobs econom- 
ically. Copy on request. No 
obligation. 

Oakite Service Men, cleaning special- 


ists, are located in leading indus- 
trial centers of and Canada. 


Manufactured only by 


OAKITE PRODUCTS, INC. 
42C Thames St., New York, N. Y. 


OAKITE 


L f i 1Ch ning Mate rik ls aaMethods 








53 





54 





Cheap Crude! What of 1t? You’re 
out to make salable gasoline 


an crude oil means nothing to the auto- 
mobile engine — neither does proration The 
engine doesn’t care whether the refiner makes 
money or not 


All the engine cares about is what kind of 
gasoline is fed into its innards 


The engine is the boss the refiner has to suit 
with his gasoline And the engine is fussy 


You can make gasoline by skimming cheap 
crude but you can’t make the engine like it 
That’s why straight run gasoline is now a drug 
on the market 


Maybe you can get all the crude oil you want, 
cheap; but if you got it for nothing, cracking 
would still be necessary Cracking gives you 
salable gasoline 


What is the situation today? Refiners’ storage 
overflowing with fuel oil You can’t sell it on 
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the spot market and often your contract custo- 
mers won't give you shipping instructions for it 


This may or may not be waste but it’s pretty 
near a dead loss 


Cracked gasoline today is the best gasoline — 
especially if itis Dubbs cracked gasoline Dubbs 
cracking can make this best gasoline from that 
stored fuel oil 


You can sell your pressure distillate bottoms 
for furnace oil, or recrack it and get still more 
gasoline You can make salable coke or specifi- 
cation fuel oil and, of course, you can also crack 
any other kind of oil you want to 


Dubbs cracking process is always the answer 
Universal Oil Products Co Dubbs Cracking Process 
Chicago, Illinois Owner and Licensor 
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New Process Eliminates Longitudinal 


Seams from Pressure Vessels 


CLEVELAND 


NEW method for the fab- 
rication of pressure ves- 
sels has recently been 


announced by the M. W. Kel- 
logg Co., one of the largest man- 
ufacturers of heavy plant equip- 
ment in the country. The new 
method was developed to meet 
the demand especially of the re- 
fining industry for pressure ves- 
sels suitable for the increased 
pressures and temperatures now 
employed in cracking. 


The process briefly is the 
manufacture of seamless steel 
cylinders by the rolling meth- 
od, and the union of two or 
more of these cylinders into a 
vessel of the desired size by a 
new system of automatic arc 
welding, which eliminates the 
undesirable results of welding 
as previously practiced. 


Ingots of special steel are 
pierced at the mill to form a cyl- 
inder of comparatively small 
bore and very thick wall. This 
cylinder is placed in a special 
heavy rolling press, with a man- 
drel through the bore of the cyl- 
inder and with heavy rolls out- 
side. The wall of the cylinder 
is rolled out in successive passes 
to form the large cylinder of de- 
sired diameter and wall thick- 
ness. When this rolling is com- 


Fig. 1—Seamless rolled cylinder, and pierced ingot from which it was made 





pleted a seamless cylinder is the 
result. 

After several years of re- 
search an automatic method of 
are welding has been perfected, 
which eliminates many of the 
variables heretofore unavoid- 
able in are welding. By produc- 
ing a weld of uniform physical 
properties and with uniform 
texture, grain size, and com- 
plete, homogeneous union with 
the base metal, it is the opinion 
expressed by engineers respon- 
sible for the development of the 
new method that the inherent 
hazards of older are welding 
methods have been eliminated. 
Table 1 shows results of tensile 
strength tests on weld metal 
used in the process; 

Figure 1 accompanying this 
article shows the original 
pierced ingot and the rolled cyl- 
inder as completed. Figures 2 
and 3 show micrographs taken 
of specimens etched to show the 
condition of the grain and the 
variation of grain size in differ- 
ent parts of the weld and adja- 
cent metal, and the exact spot 
from which the specimen pieces 
were cut. A better understand- 
ing of the meaning of these mi- 
crographs and what they indi- 
cate is aided by the discussion 
below. 


“The micrograph in the low- 


SEAMLESS 
STEEL 





eet 


< = 


er right hand corner of Figs. 
2 and 3 indicates the grain size 
of the base metal. The micro- 
graph in the middle of the bot- 
tom line indicates the grain 
size of the material on the bor- 
der line of what is known as 
the heat-treated area of the 
base metal. It will be noted 
from an inspection of this mi- 
crograph that the pearlite is 
just beginning to break up. 

“The micrograph at the top 
right hand corner indicates the 
grain size in the center of this 
heat-treated section and it will 
be noted that the grain is ex- 
tremely fine. This is the result 
of the heat treatment of the 
steel as given by. the process 
used. 

“The micrograph directly to 
the right of the macrograph 
shows the grain at the line of 
fusion between the base metal 
and the weld. It will be noted 
on the right hand side of this 
micrograph that the grain has 
a slight growth over that shown 
in the last mentioned micro- 
graph. This grain, however, is 
still a great deal smaller than 
the grain of the parent metal. 


“Going further into the weld, 
the micrograph at the lower 
left hand corner and the one 
in the center of the top line in- 
dicate the grain size through- 
out the weld. It might be noted 
here that the grain structure 
is an extremely fine one and all 
of the micrographs of the weld 
material show unusually clean 
metal. The micrograph at the 
top left hand corner indicates 
the grain size of the top layer of 
metal in the weld. This grain 
size as will be noted, is slightly 
larger than those within the 
weld itself, due to the fact that 
no heat-treatment has been ap- 
plied.” 

Regarding the results of roll- 
ing ingots into seamless cylin- 
ders, it appears that such rolling 
produces material free from in- 
jurious scale pits, as is indicat- 
ed in Fig. 1 which shows fin- 
ished cylinders. Due to the 
elimination of segregated im- 
purities in the ingot by the ini- 
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tial piercing process, the chemi- 
cal analyses of the rolled metal 
are especially uniform. 

Density of structure is shown 
in the micrographs, and further 
is illustrated by the fact that 
ordinary rolled plate required 
only 20 minutes of etching with 
hot 1:1 hydrochloric acid to 
show the structure adequately, 
while rolled cylinder metal re- 
quired 40 minutes to give the 
same degree of etching. As will 
be discussed later, the resist- 
ance to corrosion due to this 
density and uniformity is con- 
siderable. 

Tests for ductility and tensile 
strength have proven, accord- 
ing to statements by company 
engineers, that the strength of 
the resultant material in the 
rolled cylinder is above 65,000 
pounds per square inch, as 
shown in Table 2. Elongation 
in two inches is around 20 per 
cent, and reduction of area 
above 50 per cent. 

“It is to be noted the average 
values of elongation and reduc- 
tion of area are above 30 per 
cent and 50 per cent respective- 
ly, with a tensile strength above 
65,000 pounds per square inch. 
Table 3 gives representative 
data on yield point, tensile 
strength, elongation, and area 
reduction of test bars from Kel- 
logg electric welds. 

“It is quite evident that in 
containers having only girth 
seams to contend with, that the 
factor of safety in the seams is 
exactly twice what it would be 
if the container had longitudi- 
nal welds, which latter are, of 
course, necessary when vessels 
are made from flat plate. 


“The ingots for the seamless 
cylinders are made from killed 
steel which is known for its 
solidity and freedom from blow 
holes. 

“Another important fact to 
bring out is that in the manu- 
facture of seamless rolled mate- 
rial the fibres are produced in a 
circumferential direction, which 
of course is most beneficial for 
carrying the load. It is, of 
course, possible to bend a plate 
in such a way that the fibres are 
in a circumferential direction 
but one can never be sure that 
the plate is bent in this direc- 
tion unless such a procedure is 
definitely specified before man- 
ufacture. It is impossible in 
seamless rolled material to get 
the fibres in any other direction 
but circumferential. 
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Etched in 5% alcoholic nitric acid 


Fig. 2—Macrograph and micrographs of flat-plate weld made by new 
process 


Resistance to Corrosion 

“In the petroleum and chem- 
ical industries the rate of cor- 
rosion of the material used in 
the manufacture of pressure 
vessels is very important. 

“It is a known fact that the 
skin on rolled steel is highly re- 
sistant to corrosion and that af- 
ter this skin has slowly corrod- 
ed away the corrosion proceeds 
at a much more rapid rate, the 
rate in segregated porous steel 
being much more rapid than 
in dense steel of uniform chem- 
ical analysis, as evidenced by 
the etching time as referred to 
in the previous paragraph. 


“In several welded samples 
submerged in acid, the weld 
metal on account of its great 
density was the most resistant 
to corrosion. The rolled sur- 
faces of both seamless material 
and plate was also highly re- 
sistant to corrosion, but the 
rate of corrosion in the ma- 
chined sections of the seamless 
rolled material was uniform 
and much slower than the speed 
of corrosion in the machined 
surfaces of the plate. 


Comparison With Seamless 
Forged Construction 
A seamless forged vessel, on 
account of its rough and lam- 





Table 1 


Tests on Weld Metal Bars 
All Weld Metal (.505-inch Bars) 


Test 
No. Yield Point 
Faris. i. ie oad 54,600 
RAR tics bess abc cae vi ddnccas Ganizecn 
143K .. j re . 59,000 
24365 ........ 47,800 


Tensile Reduction 
Strength Elongation of 
Lbs./sq. in. in 2” (%) Area (%) 
66,350 30.0 41.5 
67,090 33.3 63.5 
70,000 27.0 48.1 
66,300 25.0 36.3 


57 























Etched in 5% alcoholic nitric acid 


Fig. 3—Macrograph and micrographs of seamless rolled cylinder weld made 


by new process 





Table 2 


Tensile Strength, Elongation and Area Reduction of Rolled Cylinder Test Bars 


Tensile 
Yield Point Strength 
No. Lbs./sq. in. Lbs./sq. in. 

ee Re een 48,350 69,050 
BD cscascms uns us cucebunsxceccecceaee hoot 46,750 69,300 
Bid vcctcscea wiser eves yseoeeesaaiene 46,700 69,750 
Re eee ee 43,500 69,000 
Dy aisivodouusseurpae cacnecestemeeee 43,700 68,400 
Dc ssestt dus hhetchns cae kupavenscuee vapor 40,450 67,550 
: en Te ase SRA EES Re et 41,700 66,550 
iB cack cvnstocndeseueen vn T ie 44,550 65,600 
DY sicacoavutl spay ens rere aeesents cw 43,750 65,250 
MOD. cciscciciuivettnan ede emesounatixe Seaswereaeae 41,500 65,500 


Elongation 
in 2” (%) 


29.0 
31.0 
31.0 
31.0 
30.0 
31.0 
33.0 
31.0 
31.0 
33.0 


Reduction 


of 


Area (%) 


55.9 
51.7 
48.4 
51.4 
53.4 
55.0 
59.8 
53.7 
54.0 
61.3 





inated surface, must be ma- 
chined inside and out before the 
ends are necked down. There- 
fore, the interior surface of the 
vessel is subject to a rapid rate 
of corrosion from the minute 
it is put in operation, there be- 
ing no protective rolled skin. 


‘Seamless forged vessels 
lack the uniform fibre structure 
of seamless rolled cylinders, 
and the fibres do not lie cir- 
cumferentially. The Class A 
welding quality seamless cyl- 
inders used, although being of 
lower carbon content than Class 
1 seamless forgings, have a 
strength equal to seamless forg- 
ings as evidenced by test reports 
in Table 4. The guarantee on 
seamless cylinders is a mini- 
mum tensile strength of 60,000 
pounds, minimum yield point of 
35,000 pounds, minimum elon- 
gation in 2 inches, 26 per cent, 
and minimum reduction of area, 
42 per cent. 


“As brought out above, these 
new type welds are just as 
strong as the material in the 
seamless cylinders. They do not 
corrode as fast and the stress 
in the circular welds is only 
one-half whatever the working 
fibre stress in the shell is.” 


According to company offi- 
cials, the size and weight of ves- 
sels manufactured by this proc- 
ess is limited only by the limita- 
tions of shipping weights. The 
total weight of seamless cylin- 
ders, or sections, cannot exceed 
25 tons, the minimum inside di- 
ameter is 48 inches, and the 
maximum 11 feet six inches. 
Welds are heat treated, and 
stresses in the finished vessel 
are relieved by treatment at 
1000 F. to 1100 F.. Minimum 
wall thickness for small diame- 
ter cylinders is one inch, and 
for medium diameters the max- 
imum wall thickness is six 
inches. 





Yield Point 


Plate Sec. Actual 
Piece Thick. Area Load Lbs. Per 
Mark Inches Sq. In. Lbs. Sq. Inch 
K-136-5 2% 1.16 38,280 33,000 
K-136-4 24% 1.09 35,750 32,752 
K-136-3 2% a eg 38,420 32,837 
K-133-6 2 1.01 35,200 34,851 
K-133-3 2 1.08 38,560 35,703 
K-133-5 2 974 33,160 34,045 
K-133-4 2 1.02 35,960 35,254 


Table 3 


Tensile Strength and Yield Point Results on Drilled Electrically Welded Test Bars. Welds Drilled as Indicated. 


Tensile Strength 


Actual 


Load 
Lbs. 


68,220 
63,230 
69,390 
58,900 
63,770 
56,620 
59,400 


Lbs. Per 
Sq. Inch’ Legh. 8 In. 


58,810 
58,009 
59,307 
58,316 
59,045 
58,131 


58,231 


23% 
25% 
24.5% 


12. 
18. 
a. 
23. 


Elongation see anee 
(+) 


o 
area 
% Remarks 


51.8 38; inch holes drilled thru weld. Broke 
outside of weld. 

36.9 53; inch holes drilled thru weld. Broke 
outside of weld. 

Ls Oe 63; inch holes drilled thru weld. Broke 
outside of weld. 


63; inch holes drilled in weld. Broke in 


weld. 

41. 33; inch holes drilled in weld. Broke 
outside of weld. 

41. 43; inch holes drilled in weld. Broke 
outside of weld. 

40. 5# inch holes drilled in weld. Broke 


outside of weld. 
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Important 
TO REFINERS and MARKETERS of GASOLINE 


WE wish to notify the Petroleum Industry that we 
control U. S. Letters Patent Re-issue No. 16,937 
and Patent Applications covering a line of dyes fast to 
light—the only dyes suitable for colouring Gasoline and 


other Petroleum Products. 


If you are now using or considering a colour for any of 
your products, we suggest that you communicate with 


us, direct. 


Our co-operation and laboratory facilities are at your 


disposal. 


PATENT FUELS & COLOR CORPORATION 


2914 Carew Tower 


Cincinnati, Ohio 
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In all Types and Sizes 
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NEW WALLS, NEW WINDOWS, NEW 
ROOFS, NEW DOORS give greater 
utility, flexibility, and quality to 
Truscon Buildings. Low initial cost 
added to these features insures the 
greatest possible value obtainable in 
a building investment. 


Truscon cooperates fully with archi- 
tects, contractors, builders and own- 
ers to develop the most satisfactory 
building for individual requirements. 


Whatever the size or type of your build- 
ing, write, without obligation, for our 
recommendations, quotations and catalog. 


TRUSCON STEEL COMPANY, YOUNGSTOWN, OHIO 


Sales and Service Offices in Principal Cities 


The Truscon Laboratories, Detroit. Foreign Trade Division, New York 
Truscon Steel Company of Canada, Limited, Walkerville, Ontario 


Send without obligation full information on buildings 
to be used for. approximate 
floor space—__—_—_-sq. ft. No. of stories high 














Length_____ft. Width______ft. Height ft. 
saps NPN 4 
Address 
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Jobber Plans to Market Oil 


In Paper Containers 


those used for milk deliv- 

ery in New York City, are 
being experimented with for 
the marketing of motor oil at 
service stations. The United 
Oil Mfg. Co., at Erie, has been 
working on the paper container 
for three years, and officials be- 
lieve it will be ready for use in 
its company and dealer service 
stations next summer. 


In its present stage of devel- 
opment this container, made of 
cardboard, is 9% inches tall, 
four inches in diameter at the 
bottom, and four inches across 
the clamped top. The contain- 
er will be oilproof inside, and 
waterproof outside. It will be 
filled at the bulk plant, deliv- 
ered on the gasoline tank 
trucks, and after it is used the 
container will be burned in the 
station stove. 

To pour the oil into an au- 
tomobile crankcase inlet the at- 
tendant slits the cardboard un- 
der the metal top, the rate of 
flow being governed by the size 
of the opening. 

While the initial cost of the 
container is relatively high, 
company officials believe this 
will be offset through elimina- 
tion of collecting, cleaning and 
refilling other types of contain- 
ers in similar service. 

Cleanliness in motor oil han- 
dling was the motive that 
prompted experiments with the 
paper container. With the cur- 
rent method of motor oil dis- 
pensing the company found 
that dust and dirt got into the 
oil in spite of frequent clean- 
ings of the containers. Sub- 
stitution evils were not consid- 
ered in classifying the advan- 
tages of this method of mar- 
keting oil. 

The experimental work got 
under way three years ago 
when officials bought several 


Pinos containers, similar to 
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quart milk cardboard contain- 
ers. Oil was placed in the con- 
tainers to see how long it would 
be retained. Three days later 
the oil was on the floor. 


To find a suitable inside coat- 
ing was the next step. The 
material must be low in cost, 
and fiexible so it would not 
crack in jhhandling, as well as 
oilproof. Many solutions have 
been tried over the past three 
years. 


At the bottom of the cost 
scale was a waste sulfide liquor 
from a local paper mill. This 
was sold by the ton, so the cost 
was slight per container. But 
the liquor, although it was oil- 
proof and flexible, had to be re- 
jected because it turned black. 
Turning black was not a fault 
in itself, but it was deemed a 
bad feature in merchandising 
as the customer might think 
the oil was dirty coming from 
a black container. 

On the other end of the cost 
scale was a cellulose acetate so- 
lution. It satisfied all the re- 
quirements of color and flexi- 
bility, but it cost 95 cents a gal- 
lon. Somewhere in the middle 
ground of cost, with all require- 
ments satisfied, the company 
believes it has found the suit- 
able inside oilproof coating. 


OR proof of the oil holding 

quality of the paper container 
the company has several of the 
treated milk bottle type con- 
tainers in its laboratory that 
have held oil for several years. 
The problem for the inside coat- 
ing has been one of costs. 

The container in its present 
form can be turned out at a 
cost of about 1 8/10 cents each. 
The lining costs 34 cent, mak- 
ing the total cost 2 1/10 cents. 


The form of the container is 
similar to the paper milk bot- 


tle and adapted for oil use 
through a different type card- 
board and a different type top. 
This container is manufactured 
by the Sealed Containers Corp. 

Officials of both companies 
have worked together to find 
the suitable cardboard stock. 
A light weight sheet, of suffi- 
cient strength for heavy usage, 
was required. 


HE stock of the milk bottle 

containers has a tearing re- 
sistance of 294. Five hundred 
sheets, 17 by 22 inches, weigh 
92.2 pounds. A special paper 
was found for the oil container 
that had a tearing resistance 
of 487, and the weight of 500 
sheets, 17 by 22 inches, was 
69.9 pounds. Actual bursting 
point of this special paper for 
oil containers was 109.5 pounds 
per square inch. F. C. Geb- 
hardt, of the United Company, 
points out that the tearing re- 
sistance figure is arbitrary, not 
in pounds per square inch, and 
has no relation to the actual 
bursting point. » 

First tests with the oil con- 
tainer retained the top used for 
milk bottles. This was a round 
opening, with a cap, the same 
as the glass milk bottle. But 
the opening was too large for 
oil pouring. 

A metal clamp is used now 
for closing the top. This is 
four inches wide. It holds the 
oil and it will not spill when 
turned upside down. Oil is 
poured by cutting the card- 
board, under the metal clip, to 
the size opening desired. 

The containers may be man- 
ufactured and filled automati- 
cally at one operation. The 
cardboard roll feeds in at one 
end. Along the line of assem- 
bly is the roll of tape for bind- 
ing the sides, the bottoms are 
crimped in, the container is 
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Paper containers for motor oil at the laboratory of the United Oil Mfg. Co., Erie. 

are the containers with the metal strip top; at the right are the paper milk bottles. 
treated milk bottles that have held oil for several years. 
interiors oilproof 


filled with oil, the metal clip 
fastened in place, and the com- 
pleted job comes out of the 
other end of the machine. 

Present plans call for bot- 
tling the oil at the bulk plant 
and delivering it to company 
and dealer stations by truck. 
Whether the containers will be 
packed in wooden boxes, to be 
returned for refilling, or 
whether they will be packed in 
cardboard containers that could 
be left at the station and de- 
stroyed, has not been decided. 
F. C. Gebhardt believes the 
cardboard containers will be 
used to eliminate the back haul- 
ing of a wooden box. 


Space will be saved also in 
delivering as every other con- 
tainer can be turned upside 
down, thus placing two quarts 
in the same space needed for 
a one quart container of an- 
other type. 


For merchandising purposes 
the company believes the paper 
container has several advan- 
tages. Colors may be used ex- 
tensively through the cardboard 
body, and in printing the com- 
pany’s name and trade mark. 
The tape strip up the side could 
be colored also, and identifica- 
tion of the various grades could 
be facilitated by working out 
a color code for the strips. 

Oil inventory at_ stations 
would be reduced as the tank 
truck could leave the oil sup- 
ply as needed in quart con- 
tainers in place of drum lots. 

Dating of the metal clip at 
the top is considered as a means 
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of getting dealers to move the 
older stock forward when a 
fresh shipment is delivered. 
The strip may be dated before 
it is attached in the automatic 
assemblying machine. 


The company plans to limit 
the time that the oil will be 
retained to six months, although 
tests have shown that it will 
be retained for at least two 
years. By placing the smaller 
time limit the company expects 
to protect itself in case a dealer 
claims an allowance in case any 
container should leak, The 
dated metal strip will be proof 
of the delivery so the dealer 
will keep moving the older con- 
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Red Oil Used to Make Green 


«Grass” for Tom Thumbers 


LERT marketers are 
ever finding new outlets 
for petroleum products. The = 
Sun Oil Co. this year has = 
moved considerable red oil = 
to a manufacturer. of = 
“grass” for miniature golf 
= courses. = 
The “grass” usually con- = 
sists of sawdust with a hair = 
or feather binder. The saw- 
dust and binder are treated 
with a mixture of red oil 
and green paint. When the 
“‘erass’’ is put on the green, 
= tamped and rolled, it has a 
= resiliency similar to turf, 
= says Our Sun, organ of Sun 
= Oil Co. 
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In the front row, at the left, 
In the back row are some 


On the window is an inside coating used for making the 


tainers in place of letting them 
stand in the back and using the 
fresh delivered load. 


The paper package is consid- 
ered a container and not a 
measure by the United Com- 
pany. Fluid contents will be 
printed on the container. 
Whether a container is a con- 
tainer or a measure when it 
comes to motor oil has been a 
question between the oil indus- 
try and the state sealers since 
several companies began mar- 
keting oil in glass bottles. 


The question has been settled 
for Pennsylvania by the state 
sealer’s office ruling that as 
long as it was a container it 
was a container and not a meas- 
ure, so oil could be marketed 
in this manner the same as 
flour, canned goods, and other 
food commodities that are sold 
in packages. 





Curtis Pneumatic Machinery 
Co., St. Louis, manufacturer of 
air compressors, car washers 
and rotating lifts, points out a 
few benefits arising from im- 
proved service in a pamphlet 
entitled ‘‘This Service Ques- 
tion.”’ 

It tells how car manufactur- 
ers, dealers and car owners 
may derive benefits from bet- 
ter service, quotes statistics 
tending to show that car wash- 
ing and greasing facilities are 
not sufficient in smaller locali- 
ties, outside of service stations, 
and urges more thought given 
to serving the woman driver. 
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Dozen Sizes Will Cover Large Part 
Of Tire Replacement Market 


CLEVELAND 


T IS possible for the oil com- 
pany that engages in the sale 
of automobile tires to carry 

not more than a dozen sizes and 
still be able to cover a large 
part of the replacement market. 

Car sales figures for the first 

eight months of 1930, broken 
down as to makes of passenger 
cars, show that more than 90 
per cent of the sales were of 
only 15 of more than 40 Ameri- 
can makes. Only nine sizes of 
tires were required to supply 
the replacement market for this 
large part of total automobile 
market. These nine sizes are as 


follows: 
19x 4.75 18x 5.25 
19x 5.00 19 x 6.50 
18 x 5.50 19 x 6.00 
19 x 5.26 20x 6.00 
19x 5.50 


The last two sizes made up 
only 1 per cent of the market 


ca 


Cyrena Van Gordon, star of the 
Chicago Civic Opera, was one of 
the first purchasers of tires from 
the Standard Oil Co. of Indiana 
when that company began tire 
selling early in November. Miss 
Van Gordon took advantage of 
the time while a new tire was 
being placed to file a telegram at 
the station 


® 


By Roger B. Stafford 


N. P. N. STAFF WRITER 


so far as 1930 automobile car 
sales are concerned and might 
be disregarded because they 
come in a class in which car 
owners are accustomed to re- 
turn to the car dealer for re- 
placement parts. They are in- 
cluded in the foregoing list only 
because their manufacturers 
make smaller models. 


The cream of the market is 
really in the first size, the 19 x 
4.75. This size of tire was on 
more than two-thirds of the 
cars sold in the United States 
the first eight months of this 
year. The size is that used by 
Ford, Chevrolet, Plymouthand 
Whippet 4. Sales of Fords 
amounted to 41.41 per cent of 
the total 1930 car sales to the 
end of August and Chevrolets to 
23.41 per cent of the total. To- 
gether the two makes account 
for almost 65 per cent of the to- 
tal passenger car sales. 





The second most popular size 
is the 19 x 5.00 which is equip- 
ment on Pontiac, Essex, Dodge 
6, Nash 6, Chrysler 6, De Soto 
6, and Willys 6. In other words 
it is the tire of the $700-$800 
class. 


Sales in this class amounted 
to 10 per cent of the total. 

To cover more than 90 per 
cent of the 1929 car replace- 
ment market these 10 sizes and 
four additional sizes will be re- 
quired. The five additional 
sizes are: 21 x 4.75; 20 x 4.50; 
20 x &.00; and 18 x 6.50. The 
first of these four sizes is that 
used on the Ford which made 
up 33.74 per cent of the sales 
of passenger cars in 1929. The 
second size mentioned is that 
used by the Chevrolet which 
made up 20.94 per cent of the 
1929 market. 


In addition to these sizes 


there is still a large market 
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17x 6.50 
Reo Flying Cloud, Master 
17x 7.00 
Chrysler Imperial 8 
18x 3.75 
American Austin 
18 x 5.25 
Buick 8-50 
Marquette 
Oldsmobile 


18x 5.50 
Auburn 6-80, 6-85 
Chrysler 65, 66, 70, 8 
Durant 70 
Graham Special 6 
Hudson 8 
Hupmobile A 
Jordan 80 
Marmon 68 
Nash Special 6, 8-80 
Oakland 
Peerless 6-81 
Reo 15 
Willys-Knight 70B 
Windsor 6-72, 6-77 
18x 6.00 


Auburn 8-90, 8-95 
Chrysler 75, 77 


Jordan 90 
Kissel 6-73, 8-95 
Reo Mate, 20 
Viking 


18 x 6.50 
Auburn 120, 125 
Gardner 158 
Peerless 125 
Reo 25, Royale 
Windsor 8-92 


18x 7.00 
Cord 
Chrysler Imperial 
Kissel 8-126 
Packard 640, 645 


19x 4.75 
Chevrolet (1930) 
Durant 40 





Graham Standard & Special 8’s 


Pierce Arrow 125, 126, 139, 143 


Tire Sizes for 1929 and 1930 Passenger Cars 


Ford 1930 
Plymouth (1930) 
Whippet 96A 


19x5.00 
Chrysler 6 (1930) 
DeSoto 6 
Dodge DD6 
Durant 60, 66, 6-14 
Elear 75A 
Essex 1930 
Nash 6-60 
Pontiac 
Marmon Roosevelt (1929) 
Willys 6 
Whippet 6 


19x 5.25 
DeSoto 8 
Graham Standard 6 
Nash 8.70 
Peerless 6-61 
Studebaker 6, Dictator 8 
Windsor 6-69 


19x 5.50 
Buick 116, 40, 8-60 
Dodge 8, 6(1929) 
Durant 6-; 7 
Hupmobile Century 6 & 8 
Marmon Roosevelt (1930), 69 
Nash Twin Ignition 6 
Peerless Standard 8 
Studebaker Dictator & Command- 
er (1929) 
Willys-Knight 87 
Willys 8 
Windsor 6-69 


19x 6.00 
Blackhawk 
Dodge Senior 6 
Franklin 130 
Hudson (1929) 
Hupmobile C, M 
Marmon 78, 79 
Peerless Master 8, 6-91 
Studebaker Commander 70 
Willyvs-Knight 66B 
Windsor 8-82, 8-85 


19 x 6.50 
Buick 50, 60, 8-80, 8-90 


Cadillae 355 

Franklin 135, 137 
Graham Custom 8 
Hupmobile H, U 

La Salle 

Marmon Big 8 

Nash Twin Ignition 8, 8-90 
Packard 826, 833 
Peerless Custom 8 
Pierce Arrow 132, 133 
Stutz (1929) 

Windsor 8-92 


19x 6.75 
Lincoln (1929) 

19x 7.00 
Cadillac 370 
Duesenberg J 
Packard 840, 845 


19x 7.50 
Cadillac 452 


20x 4.50 
Chevrolet (1929) 

20x 4.75 
Erskine (1929) 
Plymouth (1929) 


20 x 5.00 

Essex (1929) 

Nash Standard 6 (1929) 
20 x 5.50 

Elear 95, 96 

Gardner 125, 136 


20 x 6.00 
Nash Advanced 6 
Packard 626, 633 
Roamer 8.78, 8.80 
Studebaker President 
Willys-Knight 66A 
20 x 6.50 
Elear 120, 130, 140 
Roamer 8.88 
Stutz (1930) 
20 x 7.00 
Cadillac 341 B 
Cunningham 
Lincoln (1930) 
21x4.75 
Ford (1929) 











for the 29 x 4.40 which was 
used on the earlier balloon 
equipped models of Chevrolets 
and Fords. There also remains 
considerable demand for 30 x 
314’s, the high pressure cord 
tire used on the Model T Ford. 


Tire manufacturers say that 
about 20 sizes will cover 85 per 
cent of the replacement market 
today. To cover the market 
fully would require more than 
double this number of sizes be- 
cause in the early days of the 
balloon tire there was nothing 
near the standardization that 
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exists today. The accompany- 
ing table gives a list of the sizes 
for 1929 and 1930 models of 
American passenger cars. 


Tire manufacturers expect a 
large replacement market in 
1931. A large market was ex- 
pected this year but actual sales 
for replacements will run only 
about 40,000,000 casings for 
the year, compared with an es- 
timated demand of more than 
50,000,000 casings. 

Car owners have been able 
to get through the year with 
the original equipment on the 


cars they bought in 1929 before 
the stock market crash and 
business depression. But this 
equipment cannot last always. 
Many of the tires have traveled 
20,000 or more miles and re- 
placements are due. 


Tire industry students say 
the tire market has reached 
bottom both in demand and 
price. Some upward revisions 
in prices may follow the work- 
ing down of manufacturers’ in- 
ventories which is progressing. 
Nothing would stimulate the 
market more than rising prices. 
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Selling “Gas”, Oil, Accessories 
With a Grease Gun 


By E. L. Barringer 


N P. N. STAFF WRITER 


FESTUS, Mo. 


OWN in Festus, 
Mo., a town of 
4500, an hour’s 


drive south of St. 
Louis, is a service sta- 
tion that was selling 
about 4000 gallons of 
gasoline a month. 
That was several years 
ago. 

This station today 
averages 20,000 gal- 
lons a month. Sales 
of lubricants and ac- 
cessories have’ kept 
pace. The monthly 
average on motor oils 
is 500 gallons, on 
chassis grease 500 
pounds, on transmis- 
sion and differential 
greases 200 pounds. 
Last year 65 storage 
batteries were sold. 
Last summer the sta- 
tion moved two gross 
bottles of auto polish. 

The big gasoline 
volume is actually the 
result of salesmanship 


grease gun. 











3 % Pat. % ‘ = 


This man sells motor oil and gasoline with a 
A. A. Govero, station operator in 


come to their station 
to get his or her car 
lubricated. After the 
customer was sold on 
the station’s lubricat- 
ing service then mo- 
tor oil was mentioned. 
And after the custo- 
mer was buying his 
oil at the station he 
was worked on for his 
gasoline business. 


The ultimate aim of 
the sales plan was to 
get every customer to 
buy all his petroleum 
needs for the car at 
the service station, 
but first his confidence 
was gained througha 
service, which was in 
itself profitable to the 
operators. 

A recent experience 
indicates the result of 
this policy. A sales- 
man from a distant 
Missouri city dropped 
in at the station re- 
cently and had his car 
greased. As he was 


on motor oil and Missouri, asks car owners to try his lubrication paying for the work, 
grease. In fact the service as a step oe their business a $1.50 charge, he 
operators, A. A. and i was handed a card 
R. L. Govero, who and asked to call 
rent the station from Harry slighted, they are desirable too, again when down in Festus. 


Miller of the Miller Oil 
have built their business 
lubrication. 

When the brothers rented the 
station several years ago they 
decided the logical sales place 
was at the shackle bolts and 
the gears. Gasoline and motor 
oil sales would follow, they be- 
lieved, if they could sell their 
lubrication service. Two mo- 
tives prompted this sales pol- 
icy. 

First, they believed the prof- 
its were in lubrication; that it 
takes a lot of gasoline sales to 
equal the profit on a grease job 
or the sale of a barrel of oil. 
The profits on gasoline were not 


O:; 
on 
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but they wanted to sell the com- 
modity and service with the 
greatest net return. 

Second, the brothers be- 
lieved, if the customer is confi- 
dent of the service and merchan- 
dise he is sold, he will be a 
permanent patron of the sta- 
tion. The tool to build this con- 
fidence they believe is the 
grease gun. The logical step is 
to sell a customer on the lu- 
brication service, then direct 
him to motor oil and gasoline; 
not from gasoline back through 
motor oil to lubrication. 

In following this sales policy 
the Govero brothers have asked 
every potential customer to 


“You’d better keep the card,” 
he commented. “I only pay 75 
cents for a grease job in my 
home town so I will not be get- 
ting many more from you at 
$1.50.” 

“That is our standard price 
for your car,” said A. A. Go- 
vero, ‘“‘and we believe we have 
given you a grease job that is 
well worth it. If you think we 
have greased your car _ thor- 
oughly we’ll be glad to do it 
again.”’ 

Several weeks later the sales- 
man returned. He discovered 
fittings had been skipped on the 
75-cent job, and today he 
stops regularly in Festus 
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“dl The CERTAINTY with which the Jobber re- 


ceives his supply of petroleum products is his 
certainty of staying in business. El Dorado’s 
to vast facilities from the producing of crude oil, 
1m refining and delivery to the Jobber as quickly 
yn, as possible will enable any Jobber to be con- 
ha tent with this certainty of security. Make your 


he business certain of success by ordering from 


El Dorado. 


= The ELDORADO REFINING Co. 
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for lubrication, oil and gasoline. 

Today this station averages 
at least 10 grease jobs daily. 
There are about 500 autos that 
are serviced regularly, and the 
ex-customers can be counted on 
the fingers of both hands. In 
fact customers with strings at- 
tached to competing oil com- 
panies, buy lubrication, oil and 
gasoline from this station. 

The possibilities for a station 
operator, up on his toes for 
business, are illustrated by a 
bit of salesmanship at the sta- 
tion last spring. In the adjoin- 
ing town of Crystal City a fac- 
tory was being enlarged. For 
this work a crew of high grade 
workmen, electricans, welders, 
mechanics and the like, were 
brought in from the company’s 
plant in Pittsburgh. 

Here were 35 autos, each a 
new customer for some station, 
even if only temporarily. But 
these cars would consume more 
gasoline and oil than the aver- 
age. Obviously these families 
would drive hard over the week 
end sight-seeing around the 
country and during the week, 


time was plentiful for the wives 
so they did considerable driving 
too. 

The Govero brothers saw the 
key to this business was to get 
several of these persons into 
their station. They recognized 
that the families would be rath- 
er close together, so if one dis- 
covered a good station, a dif- 
ferent eating place, or an at- 
tractive drive the information 
would be passed to others and 
everyone would try it at least 
once. 

The Govero station got the 
business. They asked several 
workmen to try the station. Re- 
sults were satisfactory. But the 
final juicy plum of the whole 
trade came the final day the 
workmen were in Missouri. 

Before driving back to Pitts- 
burgh the cars were completely 
serviced, including a change of 
oil. Thirty-five cars passed 
through that station from early 
morning until late at night. 
And when the last car left there 
were $87 in the cash register 
for that one day’s servicing 
from those 35 autos. 


Seasonal Accessories Stocked, 


For Quick Turn Over 


KALAMAZOO, MICH. 
EASONABLE lines of mer- 
S chandise, to be stocked on 
their ability to turn a profit 
rapidly, is the policy to be 
adopted shortly by the L. V. 
White Co., Independent jobber 
in and around Kalamazoo, 
Mich. 

Each week a new line will be 
pushed at all company retail 
stores. Window displays will 
feature the merchandise. The 
station salesman will attempt 
to interest the customers, by 
such methods as actually put- 
ting the merchandise in their 
hands for inspection, calling at- 
tention to the sales window dis- 
play, and so on. 

Tire chains, for instance, will 
get a play whenever the roads 
are icy. Windshield wiper 
blades is another line that will 
come in for some extensive sea- 
sonal sales effort. 

Some lines probably will be 
kept permanently in stock after 
proving their profit-making ca- 
pacity. The permanent lines 
will come in for special sales 
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effort, along with the merchan- 
dise that is stocked on a sea- 
sonal basis, and will take its 
turn for a week in the show 
window. 

Displaying and pushing an 
item for a week coincides with 
Mr. White’s desire to turn the 
stock every week. Profits are 
to be sacrificed at first, during 
the experimental period, as 
goods will be purchased on con- 
signment. Merchandise that 
lingers too long on the shelves 
will go back to the jobber. 
Later on those items moving 
rapidly will be purchased out- 
right in quantities to obtain 
maximum discounts and profits. 

What goods will be stocked is 
still an open question with the 
company. The initial lines will 
be subject to trial and error 
methods to determine which 
items are profitable to have at 
all times, and which can show a 
profit in certain seasons. 

Instead of putting merchan- 
dise on the shelves, then wait- 
ing for the customer to take it, 
the L. V. White Co. plans to in- 


vest money in goods and get it 
out with the profit as soon as 


possible. There will be no 
chagrin registered when a cus- 
tomer asks for some merchan- 
dise that has a call only several] 
times a year, and there is none 
in stock. The company is not 
concerned about the failure to 
meet the customer’s occasional 
needs. It is interested in rapid, 
profitable selling. 

“We will sell anything that 
makes us a profit, even if it’s 
peanuts or celery,’ said Mr. 
White. That’s not a joke about 
celery, since it is grown around 
Kalamazoo, and boys hawk it at 
the railroad stations. 

This jobber believes that ad- 
ditional lines can be merchan- 
dised through oil stations, since 
they have a type of customer 
that voluntarily enters the sta- 
tion to make a purchase of eith- 
er gasoline or oil. 

Another advantage credited 
to the station is that it is not 
handicapped by the lack of a 
convenient place to park, as is 
true with most stores. Plenty 
of space is available at most 
stations, and the customer can 
quickly buy and be on his way. 

What about tires and bat- 
teries at White stations? Only 
goods will be stocked that does 
not require servicing. Six or 
seven years ago Mr. White 
stocked tires and some acces- 
sories. Trouble dogged his path 
on tires. Customers called the 
office wanting adjustments. 
Time was wasted selling the 
customer. Gasoline and oil 
sales were neglected because of 
the time necessary to sell a tire 
that later brought on trouble. 
With the accessories then car- 
ried, well they finally were 
moved to the bulk plant in 
Kalamazoo and the $900 loss 
has been written off the books 
now. 

Batteries were never sold at 
the stations, but they were 
serviced to the extent of using 
the hydrometer and telling the 
customer about their condition. 
That brought its share _ of 
trouble, too. If a customer’s 
battery went dead a week after 
he was in a station he thought 
the company had given him 
false information. 

This trouble maker was re- 
moved by taking hydrometers 
out of the station. Battery serv- 
ice now is limited to putting in 
water at the customer’s re- 
quest. 
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Cost of Lettering Automotive Equipment 
Should Be Charged to Advertising 


By Charles H. McBurney* 


(Presented before American Petroleum Institute, Chicago, Nov. |] to 13) 


HILE advertising on 
automotive equipment 
is becoming more popu- 


lar each year, has it ever oc- 
curred to you to question why 
it is not recognized by the ad- 
vertising specialists of today, 
and why no provisions are made 
for it in advertising budgets as 
they are made up year after 
year by our companies? 

During the year 1929, $1,- 
000,000,000 was expended in 
the United States alone on ad- 
vertising in newspapers, maga- 
zines, billboards, electric signs, 
etc.; and out of this enormous 
expenditure, no allowance was 
made for advertising on auto- 
motive equipment. Why? Be- 
cause the advertising on auto- 
motive equipment nets no rev- 
enue to the advertising syndi- 
cate; therefore, statisticians do 
not give it a place in advertis- 
ing statistics; and, as advertis- 
ing on automotive equipment 
was originated and fostered by 
the automotive operating de- 
partment, it has not as yet 
found its place in the advertis- 
ing budgets of our companies. 

The fact that the majority of 
companies use their automotive 
equipment as a means of adver- 
tising their products is suffi- 
cient to show that it must be 
considered a good means of ad- 
vertising; and while it is not 
recognized as such in our bud- 
gets, let us compare it with 
various other kinds of recog- 
nized advertising: 

Let us take the billboard 
first. As you know, these bill- 
boards are constructed at points 
in cities and along highways so 
that same can readily be seen 
by pedestrians and travelers. 
Statistics show that the cost of 
advertising on these billboards 
runs from $100 per sign per 
month to as high as $1500 per 
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sign per month; the price, of 
course, being based upon the 
size of the sign, the location, 
and the condition in which the 
contract provides the sign must 
be kept; it being agreed that 
for a bill-board sign to attract 
favorable attention, it must at 
all times present a good ap- 
pearance. These billboards are 
built and maintained by adver- 
tising agents; and as the ex- 
pense involved in keeping them 
in good condition is high, the 
cost for their use would neces- 
sarily be high. 

Now, we have automotive 
equipment that is continually 
traveling around, through our 
cities and out over our high- 
ways, being seen by numberless 
pedestrians and travelers. In 
order to preserve the material 
in that equipment, it is only 
necessary to give it a good coat 
of some kind of paint; but, as 
it is continually moving among 
the people upon whom we de- 
pend for the sale of our prod- 
ucts, with a very little addi- 
tional expense we can attrac- 
tively paint and letter that 
equipment so that each unit be- 
comes a traveling billboard. 
Does it not seem logical that 
this billboard moving from 
place to place is more valuable 
as an advertising medium than 
a stationary billboard would 
be? 

Cost Is Low 

The cost of attractively paint- 
ing and lettering a piece of 
automotive equipment would 
vary from $60 to $250, but this 
amount would be trivial as com- 
pared with what is paid out for 
billboards, and the returns on 
such investment would un- 
doubtedly equal the returns on 
a similar outlay for billboard 
advertising. 


*Marathon Oil Co., Tulsa, Okla. 


No doubt the argument will 
be presented that a truck after 
being out a short time will be- 
come dirty and badly worn, giv- 
ing a very poor advertising 
value. Admitting that this is 
true, it must be conceded that 
the advertising value is suffi- 
cient to warrant the small addi- 
tional amount necessary to 
keep the equipment freshly 
painted and lettered at all 
times, the cost of which would 
be slight as compared with the 
expense of billboard advertis- 
ing. 

Let us get back to another 
recognized method of advertis- 
ing—electric sign advertising. 
Undoubtedly this is one of the 
most expensive methods in ex- 
istence, as some of these elec- 
tric sign advertisements are 
costing as high as $5000 per 
month. Just think of the ad- 
vertising that amount would 
take care of on automotive 
equipment. 


Attracts Attention 


Automotive advertising can- 
not be classed with electric sign 
advertising as a whole, but it 
has one feature of an electric 
sign; that is, it is a sign in mo- 
tion, and it is a recognized fact 
that a sign in motion attracts 
more attention than an immoy- 
able sign; therefore, an attrac- 
tively painted and_ lettered 
piece of automotive equipment 
should have its place in recog- 
nized advertising, ranking in 
value between the electric sign 
and the billboard. 

To express in terms of money 
the value of any class of adver- 
tising is utterly impossible; sta- 
tistics show that advertising 
stimulates sales, but to show re- 
turns in dollars and cents what 
this amounts to—it simply can- 
not be done. The only value, 
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- Oildraulite 


(Patent Pending) 
soon pays for itself and the LIFT, too, with 


Extra Winter Profits 





Lae eee 





F R OM one end of serviceland to the other, individual opera- 
tors and major marketers have recognized the golden opportu- 
nity for extra profits in LIFT service made possible by the 
OILDRAULITE. 


Every added hour of darkness means added incentive to sell 
the “CARE WILL SAVE YOUR CAR” idea and to show the 
busy owner how conveniently ‘“‘Daylight Saving Super Service” 
is given at an OILDRAULITED station. The handicap, enforced 
idleness, apathy and red ink of long winter evenings are turned 
into a season of bigger and better LIFT earnings. 





Attachable to any OILDRAULIC OR 
AIRDRAULIC LIFT, free-wheel and 
drive-on. Daylight efficiency in, on, 
above, below, lift. 

Congratulate your good judgment again, if 
you already own an OILDRAULIC, or AIR- 
DRAULIC, LIFT—for the OILDRAULITE 


can be affixed to either at trifling cost. 


Yet you are well justified in modernizing 
your station with OILDRAULIC or AIR- 
DRAULIC Lifts, simply to enjoy the benefits 
of the OILDRAULITE, exclusive electrical 
attachment for these lifts. So prompt and 
convincing are its profit-producing powers, 
that it soon pays for itself and the Lift, 
too, in addition to the well known advan- 
tages of either of these modern Lifts. Take 
the first step to a new deal on winter profits, 
and year round better daily Lift earnings 
by mailing the coupon below. No obligation. 








Each OILDRAULITE equipment consists of 4 Crouse-Hinds 
60 watt lamps, vapor-proof, moisture-proof, short circuit 
proof. In extra strong case. 











Stop and think. An Air Lift 
means two operating costs: 


Difference in first cost is the only answer that can be 
given to the question ‘*Why choose an Air Lift?’’ But 
even that is ‘“‘extravagant economy.”’ Think! It takes 
an air compressor to operate an Air Lift and elec- 
tricity to operate the compressor. Two costs every 
time you lift a car! Plus wear and tear, replacement 
of compressor. An electric lift—the OILDRAULIC— 
operates directly by motor and at a fraction of the 
cost per car—the most economical lift ever produced! 


OILDRAULIC LIFT—Built under U. S. Patents. 

1552326—9-1-1925. 1644785—10-11-1927. 1689144— 

10-23-1928. 1689145—10-23-1928. Canadian 304298. 

- S. 1759670-1764859 and other U. S. and Foreign 
atents. 














Moves backward or forward to either end of Lifts—both free 


ic, Inc., Dept. NPN-14 


wheel and drive-on, OILDRAULIC emphis, Tenn. 


OnrLEDRAUWEEC 


INCORPORATE D 
MEMPHIS, TENNESSEE 


Most Complete Line of Automobile Revolving Lifts 
REPRESENTATIVES and COMPLETE DISPLAYSinall PRINCIPAL MARKETS 


AND AIRDRAULIC, 
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Send, without obligation, full information on the 
| Oildraulite. We og have \an Oildraulic Lift— 
Jan Airdraulic Lift. 


Pn it 
— 


) 


‘ 


the 
eg 


pie 


The Oildraulic 
Principle 


Electrically driven 
—operates from or- 
dinary lighting 
circuit —no extra 
wiring expense. No 
compressors, no 
underground 
plumbing, no 
valve-house—a 
unit within itself, 
motor and rotary 
pump inside ram. 
Works in oil and 
with oil. 


ALL TYPES 


Z2O0ILDRAULICS 
(Free Wheel and 
Drive on); 2 AIR- 
DRAULICS (Air- 
Driven, Free Wheel 
and Drive on); 2 
Bus and Truck 
Types (2. and 3 
Posts, respectively). 


NEW! Safety 
Guides for ‘* Free 
Wheel’ Types 
Quick centering 
guides that stabilize 


car on lift — now 
gilable at — 
1 
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therefore, must of necessity be 
comparative. 

Inquiry among various oper- 
ators of automotive equipment 
does not disclose much, if any, 
question as to the value of ad- 
vertising on automotive equip- 
ment; but the real issue in- 
volved is the fact that the cost 
of this advertising is carried as 
an automotive operation cost 
instead of being carried as an 
advertising cost. This method 
of handling the cost, in many 
instances, is responsible for the 
very poor condition into which 
the paint and lettering on some 
units is permitted to deterior- 
ate. 

There is no question that in 
the end this cost is figured into 
the ‘“‘per unit cost’”’ of the arti- 
cle or product advertised. How- 
ever, if it were carried through 
under its proper charge, un- 
doubtedly more value would be 
secured out of this method of 
advertising, for the reason that 
as long as this cost is charged 
to operating expense, the oper- 
ating department will natural- 
ly neglect the appearance of the 
equipment in order to keep 
their operating costs down; 
while if such costs were set up 
as an advertising item, the unit 
would not be allowed to lose its 
attractiveness. 


In many cases, companies 
feel that it is good advertising 
to have the cars used by their 
salesmen painted with company 
color schemes and monograms. 
This method of advertising, 
while good from a sales view- 
point, has its bad feature in 
that the company sacrifices the 
cost of a repaint job when the 
unit is disposed of, and the 
question is raised as to whether 
the value of this method of ad- 
vertising is sufficient to offset 
the loss sustained when the 
unit is traded in. 


Assuming that advertising on 
automobile equipment is equal 
to other outside methods of ad- 
vertising, and considering the 
length of time such equipment 
would ordinarily remain in 
service, it would seem that the 
loss sustained in the trade-in 
is well warranted. 


Additional Expense Merited 


Undoubtedly the additional 
expense incident to the use of 
automotive equipment for ad- 
vertising purposes will bring 
some discussion from the auto- 
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motive operating departments, 
as this additional cost of paint- 
ing and lettering, under the 
present distribution arrange- 
ment, would tend to increase 
automotive operating expense 
(as such costs are now being 
wrongfully charged to that ac- 
count); but: 

Since our companies spend 
thousands of dollars perfecting 


trademarks and trade names, 
why not take advantage of the 
advertising medium provided 
by the road equipment we must 
of necessity maintain, and use 
it to help in keeping before the 
public these trademarks and 
trade names, letting the ex- 
pense involved be absorbed 
where it rightfully belongs—in 
the advertising budget. 








ON THE LAZY BENCH 











Nine Were Ate 


Nine little hot dogs 
Sizzlin’ on a plate, 
In came the boarders 
And then they were ate. 
—Pure Oil News 
* * * 
Taking Advantage of It 


Judge: ‘“‘What’s the matter 
with you? Didn’t you see the 
signs along the road?”’ 

Oil man, charged with exceed- 
ing speed limit: ‘“‘Sure they read 
‘Fine for Speeding’.”’ 

—Indiana Petroleum Marketer 
* * * 


“T heard the absent-minded 
Professor Jones driving his car 
into the garage at daybreak 
this morning. Where do you 
suppose he had been all night?” 

“Well, Mrs. Jones told my 
wife that he saw a red lantern 
beside that excavation down the 
street and had sat there waiting 
for it to change to green.” 

—Texaco Topics 
* * * 


We are told that certain 
musical notes prevent sleep. So 


also do certain promissory 
notes. 
—Union Oil Bulletin 
* * * 
Father: “Why were you 


kept in at school?”’ 

Son: “I didn’t know where 
the Azores were.” 

Father: ‘Well, in the future 
just remember where you put 
things.”’ 

—The Gas Line 


* * * 


Teacher of Hygiene: ‘And 
why must we keep our houses 
fresh and clean?” 

Smart Co-ed: ‘‘Because com- 
pany may come any moment.” 

—Texaco Topics 


To a Jewish ex-service man 
an acquaintance remarked: ‘So 
you were in the army, Ikey?”’ 

“Oh, I was in the army,” was 
the proud response. 

“Did you get a commission?” 

“No, only my vages!”’ 

—Texaco Topics 
* * * 


Ole’s Fate 


Two Swedes were walking on 
a railroad track, when a train 
came along behind them. One 
of them was lucky enough to 
jump off the track in time; the 
other not being so fortunate. 
The survivor told about it later: 

“After I yump,” he said, “I 
run a leetle vay, and then I go 
back to see ’bout Ole. Putty 
soon I come cross an arm on the 
track, an’ soon I see one of Ole’s 


legs. Nex’ t’ing I see Ole’s 
head. Den I say, ‘My God, 
somet’ing must ’a’ happened to 
Ole!’ ” 


—Pure Oil News 
* * * 

Once upon a time there were 
two Irishmen. There are lots 
of them now. 

—The Gas Line 
x * * 
Do You Know? 


That the term ‘“Cowboy”’ 
originated in New York? 

That German Silver was in- 
vented by the Chinese? 

That Irish Stew is an English 
Dish? 

That the hottest geysers are 
in Iceland? 

That the Russians invented 
the Turkish bath? 

—The Booster 
* * * 

But as the Chrysler owner 
said to the garage attendant, 
“Why bring that Hupp?” 

—Pure Oil News 
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Crude Production by Fields 


By Telegraph—Daily average gross output, by fields in U. S., for week ending 
with dates below as compiled by A. P. I. 





PRODUCTION SUMMARY 















































Nov. 22 Nov. 15 
Production east of California .......... 1,674,650 sae 
IRIE «<..21 /ccacaasdnece cad eakcadsnanvesisdeucneaueuusesenieanel li 
Total production in U. S.. ........cccccce 2,281,850 eae ers 
MII =. ox. cn cahaae cadanunwadsunsedaddesseesioacswesaavemaeiaan 2, 
Crue CF) TPOFES ciseccccccccsccsccccsscosccese 171,000 oPaee 
UN, car cainatstaciecksneqeetansvindéetlacseaintanets A 
Total new crude SUPPLY ......cccceeseceeeee 2,452,850 eee 
I  oiive ecnccadctnesenesécrcatssévsevessdshetancescenseetous ® 
Nov. 22 Nov. 15 
OKLAHOMA Cotton Valley ...... 1,850 1,850 
’ .15 De Soto and Red 
eseatenipealaiare BORO vs dexcaiainave 2,850 2,900 
Allen Dome ........ 13,160 Haynesville ........ 5.250 5,250 
I Ac ccetsiacce ieee 800 TOUTE cose csencncrecrcsee 1000 1,100 
Asher, West ...... 13,050 ee 3.350 3.350 
Blackwell ........... 2,300 Sarepta Car- . : 
Bowlegs -.....-00000+ 14,000 terville ou... 2,350 2,350 
Braman yore 2,000 Urania ........... 5.300 5,300 
bsristow-Slick .... 12,200 Zwolle ............. 91100 9,300 
Burpank’ .:......6...0 14,050 Others 1700 1700 
Carr CHEY x. cciscec wen aac : ’ 
CEOBEWOE  evisessssess 6,30 Total. North 
TIED cdecdenccisscs 12,150 Louisiana a 44,100 44,050 
Davenport .......... 900 ICOM eo oie: seivecs sccedesdcs 50 
Duncan District 7,700 beep ripe 
aA 20 900 ARKANSAS 
Se ee Champagnolle ... 3,450 3,500 
Earlsboro, East.. 18,150 El Dorado .......... 3.900 3,900 
Earlsboro, South 8,850 Tjebon 900 900 
FOX eessssseeessesseeeseens 800 Nevada ............. 1,050 1,000 
Garber Cccccccceccccccce 4,350 Smackover, light 4,850 4,850 
CIE cicesccccsceses 2,800 Seanckaver 
Healaton «osc... 10,300 heavy ots Aeiets 35,750 35,700 
FIO WEEE cenicsacssecsesss 5,500 Stephens "900 900 
Hubbard .............. 1,050 eager 1 9 
TROT WS. cicscnsccseccss 14,650 Others cesccoeeeseerseene  BSGO 1,200 
Little River ....... 23,950 ‘ots = as 51.95 51.95 
Little River, East 10,300 agg venenatis _ 
Logan County.... 3,100 tOC a Ronn . 
i) ere 3,200 yoming : 
ae 7,400 Big Muddy ects 2,050 2,050 
Oklahoma City... 73,350 Elk Basin ........ 650 800 
Okmulgee, North 9,400 Grass Creek .... 2,100 2,150 
Okmulgee, South 6,100 Foy 1,800 1,650 
Osage (Outside Lance Creek.... 250 250 
Burbank) ........ 24,500 Lost Soldier .... 4,600 3,050 
PODOOBG ~ sisscsccciccis 2,300 Oregon Basin.... 3,100 2,500 
Pearson  ...ccecccccees 500 Rock River ...... 2,150 2,100 
Sasakwa. ...........0 5.000 Salt Creek ........ 27,150 28,100 
St. Louis ............ 23,300 CNR NR EE ai ciciccciaveies 4,000 4,250 
Scholem-Alechem 9,350 E rE AST E 
yd —— 6,800 Total, Wyo. .. 47,850 46,900 
Seminole ............. 13,750 BEM OO 55us de dadcksscrcicastadeaccetas 950 
Seminole, East .. 2,100 Montana 
Thomas ............... 400 CBE CROGR: cicisccccs 1,150 1,150 
EOMMGIWE. ccncccssccc 4,950 Ponderea. ............ 1,200 1,200 
Wewoka .............. 4,400 Sunburst .......... 2,550 2,550 
Yale-Jennings ... 5,500 COON acs cateiacenas 50 50 
2. ae 46,050 etek. Dent ase | 408s 
otal, ont... 15) ’ 
Total, Okla. ....484,200 Colorado 
DS ares Florence ............ 450 450 
Fort Collins .... 1,200 1,150 
KANSAS Moffat (Craig) 1,150 1,150 
Augusta-Fox CHETIOED aiscvivenicccvns 1,450 1,450 
ae 2,700 
Churchill ............ 3,400 Total, Colo..... 4,250 4,200 
El Dorado- IN elie wacinsdccteccourcrrermatitee 50 
Towanda ......... 13,800 New Mexico 
Florence-Covert 950 pO” eae 750 550 
Greenwood Bal. Eddy Co..... 200 100 
CODES ccccccccceee 17,050 Hobbs High .... 36,700 36,100 
J ae 2,400 Bal. Lea Co..... 5,700 6,600 
Peabody-Elbing.. 2,300 Hogback ............. 450 450 
Rainbow Bend.... 1,000 Rattlesnake .... 1,150 1,150 
| ae 2,800 Table Mesa ...... 100 100 
Sedgwick County 24,400 
VC as 7,450 Total, N. M... 45,050 45,050 
CIRO oc siccciscesececes 31,000 Total, Rocky 
Mountain .. 102,100 101,100 
Total, Kansas 109,250 FN osc ete 1,000 
| RNR Blea 2,450 TEXAS 
OUTS G ’ § 
NORTH LOUISIANA = ‘OUD Sandie District 
Caddo, light ........ 8,550 8,200 Carson Co. ........ 6,100 6,350 
Caddo, heavy ...... 2,800 2,750 Gray Co. ............ 55,600 52,500 
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North Texas 
Burkburnett .... 


lowa Park and 





Total N. Tex. 


Palo Pinto Co... 
Stephens Co. .... 
Throckmorton 


0 


Crane and Up- 


Crockett Co. .... 
Ector Co. .......... 


Scurry Co.’s.. 
Reagan Co. ...... 


ee 101,500 





Nigger Creek.... 





Darst Creek .... 
Laredo Dist. .... 


Lytton Springs 


0 en 





Nov. 22 Nov. 15 
Hutchinson Co. 


15,150 
600 


250 





74,850 


13,500 
7,600 
10,100 


4,450 


9,300 
17,000 
1,800 


63,750 


West Central Texas 
Brown Co. ........ 
Callahan Co. .... 
Coleman Co. .... 


5,100 
3,100 
2,400 


4,900 
2,000 

450 
5,200 
5,400 


750 
11,000 
2,000 





42,300 


Kidtinausaidauateawentaniye 1,200 


35,200 
2,050 
4,850 

28,000 
1,400 


2,200 
26,250 
57.150 
99,700 


2,800 
6,500 


266,100 


East Central Texas 
Roggy Creek.... 


2,400 


5,200 
300 
3,900 
150 
150 
27,800 
600 
200 





40,300 40,700 
icandieiatstnciaindenmsienistl 0 


Southwest Texas 


7,000 
300 
43,250 
14,600 
9,750 
800 
16.000 
1,300 
650 


93,650 


Damon Mound.. 


North Dayton.. 


Pierce Junct. 

Port Neches...... 
Raccoon Bend.. 
Refugio Co. ...... 


oo. eee 


Total, Coastal 


Hackberry, Old 


Sulphur Dome.. 


COIN Sexes 


Total, Coastal 


El] wood-Goleta.. 


Kettleman Hills 


Midway-Sunset 
Playa del Rey.. 
Santa Fe Spgs. 


Ventura Ave 


(Not including 


Mt. Pleasant .... 


GULF COAST 
Coastal Texas 


Barbers Hill .... 20,700 


1,100 
3,400 
1,600 

900 

700 
2,800 

700 
4,300 
1,900 
7,900 


13,400 


800 
2,300 
2,050 
8,400 
9,900 
1,500 
8,900 


27,650 


1,200 
1,200 
2,100 
2,900 


13,900 
12,000 


5,300 
2,250 


BIN ionic. scacvacenssoasdietien y 








Nov. 22 Nov. 15 
RS ee eee ee 10,700 


xulf Coast) 573,050 581.350 


21,150 
1,100 
3,400 
1,600 

950 


161,750 162,400 











els ibteaiblaia tbat abdale ait 650 
Coastal Louisiana 
400 400 
2,000 2,000 
4,000 1,900 
900 900 
2,200 2,300 
4,850 4.500 
2,250 2,500 
3,200 2,700 
5,250 4,850 
1,050 1,050 
3,400 3,450 
29,500 26,550 
2,950 
191,250 188,950 
RON asceicicianisinticncccania 2,300 
CALIFORNIA 
10,000 10,000 
40,500 33,200 
28,000 28,000 
15,300 15,300 
25,700 25,700 
98,000 100,200 
59,500 59,500 
40,300 38,000 
93,400 95,400 
18,000 18,000 
46,500 46,500 
132,000 132,000 
607,200 601,800 
itll ean cnadidnastaiasieiode 5,400 
EASTERN 
110,000 110,000 
MICHIGAN 
6,150 4,800 
2,400 2,300 
200 200 
8,750 7,300 
SE Ce ree 1,450 
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Mid-Continent Refinery Operations, Week Ended Nov. 21 (By Telegraph) 






























































North & West North Total Week 
Kansas Oklahoma Cent. Texas Texas La.-Ark. Ended Nov. 21 
Plants Reporting.. 12 29 25 15 12 93 
Da. Ay. Cap. (Bbls.).. 94,000 161,700 106,100 82,000 77,000 521,300 
Da. Cracking Capacity 30,700 52,600 17,200 5,000 22,700 128,200 
Da. Av. Crude Runs.. 61,002 + 8.4 100,408 — 4.1 64,766 + 0.08 28,253 — 27.2 38,344 — 5.2 292,773 — 4.0 
Da. Av. Other Oils. 6,495 — 8.3 1,959 — 39.7 432 — 88.8 4,916 — 7.6 12,333 + 0.6 26,135 — 17.7 
GASOLINE—Gallons 
Stocks, Nov. 14...... 14,136,000 35,583,000 27,286,000 11,605,000 8,235,000 96,845,000 
Prod. 11-14 to 11-21.. 11,370,000 + 2.0 | 17,888,000 — 1.2 10,116,000 + 5.3 3,641,000 — 11.1 5,585,000 + 10.1 48,600,000 + 1.2 
Ship. 11-14 to 11-21.. 10,940,000 — 2.2 18,126,000 + 1.6 8,619,000 — 15.0 3,241,000 + 2 4,814,000 — 8.9 45,740,000 — 3.9 
Stocks, Nov. 21.. 14,566,000 3.0 | 35,345,000 — 0.7 | 28,783,000 + 5.5 12,005,000 + 3.4 9,006,000 + 9.4 99,705,000 + 3.0 
Ratio Sales to Prod. 96.2% 101.3% 85.2% 89.0% 86.2% 94.1% 
KEROSINE—Gallons 
Stocks, Nov. 14...... 8,959,000 12,883,000 2,397,000 10,000 370,000 24,619,000 
Prod. 11-14 to 11-21.. 1,818,000 — 1.1 2,122,000 — 10.0 1,269,000 + 0.7 39,000 +254.5 315,000 — 53.9 5,563,000 — 9.6 
Ship. 11-14 to 11-21.. 1,303,000 — 22.2 1,755,000 — 2.0 1,363,000 + 4.5 37,000 + 54.2 372,000 — 28.3 4,830,000 — 9.1 
Stocks, Nov. 21...... 9,474,000 + 5.7 13,250,000 + 2.8 2,303,000 — 3.9 12,000 + 20.0 313,000 — 15.4 25,352,000 + 3.0 
Ratio Sales to Prod... 71.7% 82.7% 107.4% 94.9% 118.1% 86.8% 
STOVE DISTILLATE—Gallons 
Stocks, Nov. 14 : 4,389,000 5,665,000 563,000 58,000 714,000 11,389,000 
Prod. 11-14 to 11-21.. 230,000 — 37.5 2,735,000 +200.9 190,000 — 10.8 95,000 +630.8 15,000 — 6.2 3,265,000 +114.9 
Ship. 11-14 to 11-21.. 386,000 — 18.7 849,000 +399.4 76,000 — 79.4 28,000 — 52.5 323,000 +101.9 1,662,000 + 52.8 
Stocks, Nov. 21...... 4,233,000 — 3.6 7,551,000 + 33.3 677,000 + 20.2 125,000 +115.5 406,000 — 43.1 12,992,000 + 14.1 
Ratio Sales to Prod... 167.8% 31.0% 40.0% 29.5% 215.3% 50.9% 
GAS OIL—Gallons 
Stocks, Nov. ]14...... 3,587,000 38,749,000 2,609,000 5,496,000 6,782,000 57,223,000 
Prod. 11-14 to 11-21.. 750,000 — 16.3 1,853,000 + 2.8 724,000 — 11.7 520,000 — 8.8 2,110,000 + 4.0 5,957,000 — 2.6 
Ship. 11-14 to 11-21.. 771,000 — 8.5 3,025,000 + 0.6 770,000 + 22.0 517,000 + 5.3 2,069,000 + 11.8 7,152,000 + 4.8 
Stocks, Nov. 21.. : 3,566,000 — 0.6 | 37,577,000 — 3.0 2,563,000 — 1.8 5,499,000 + 0.05 6,823,000 + 0.6 56,028,000 — 2.1 
Ratio Sales to Prod... 102.8% 163.2% 106.4% 99.4% 98.1% 120.1% 
FUEL OIL—Gallons 
Stocks, Nov. 14 . 27,953,000 49,685,000 70,391,000 20,285,000 16,743,000 185,057,000 
Prod. 11-14 to 11-21.. 5,004,000 + 12.8 5,600,000 — 8.8 6,859,000 — 5.8 3,935,000 — 35.2 4,196,000 + 1.8 25,594,000 — 8.8 
Ship. 11-14 to 11-21.. 5,829,000 + 35.8 6,913,000 — 26.6 7,396,000 + 7.6 4,878,000 — 4.9 5,086,000 + 23.5 30,102,000 + 0.9 
Stocks, Nov. 21 27,128,000 — 3.0 48,372,000 — 2.6 69,854,000 — 0.8 19,342,000 — 4.6 15,853,000 — 5.3 180,549,000 — 2.4 
Ratio Sales to Prod. 116.5% 123.4% 107.8% 124.0% 121.2% 117.6% 
Gasoline Produced by Various Methods, Week Ended November 21 
eZ of % of North & % of West fe of Louisiana- % of eA of 
Kansas otal Oklahoma Total Cent. Texas Total Texas otal Arkansas Total Total otal 
Straight Run 6,512,000 ye 11,122,000 62.2 6,241,000 61.7 2,694,000 74.0 1,667,000 29.8 28,236,000 58.1 
Cracked 3,726,000 32.8 5,183,000 29.0 2,176,000 21.5 708,000 19.4 2,862,000 $1.2 14,655,000 30.2 
Natural 1,132,000 9.9 1,583,000 8.8 1,699,000 16.8 239,000 6.6 1,056,000 19.0 5,709,000 11.7 
Total 11,370,000 17,888,000 10,116,000 3,641,000 5,585,000 48,600,000 








+ or — columns are % changed over previous week. 


Staff Special—By Telegraph 
TULSA, Nov. 24 
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Mid-Continent Gasoline Stocks Increase 


lons. 


Mid-Conti- 
nent refineries reporting weekly 


this publication increased 2,800,- 
000 gallons in the week ended Nov. 
Total stocks at the close of the 


week were only 300,000 gallons be- 


low 
mark. 


storage. 


Crude runs of reporting refineries 
were reduced 11,000 barrels during 
Gasoline output was 


the past week. 


increased slightly in spite of the lower 
At the same time gaso- 


crude runs. 


74 


the one hundred million gallon 
A year ago the same group 
of plants held 100,786,000 gallons in 





Production 
Shipments 
Net change in stocks 
Ratio sales to production.... 


Production 
Shipments 
Net change in stocks 
Ratio sales to production.... 


Production 
Shipments 


Summary for 


Production and shipments, all reporting refineries, for four weeks ended 
Nov. 21. 


line shipments dropped 1,800,000 gal- 


gallons when both shipments and out- 


put were lower than in the second 
Stove distillate 


Change in stocks figures from Oct. 24. 


GASOLINE 


KEROSINE 


Steen eeeeeeneeeeeeenneeeeee 


STOVE DISTILLATE 








Kerosine stocks increased 700,000 week of the month. 


the Month 
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Gallons 

Gallons Net change in stocks .......... +1,954,000 

189,681,000 Ratio sales to production.... 12.4% 
185,085,000 

+4,596,000 GAS OIL Silica 

97.6% NOD. icaxcssadcsacedencstbsnssors 25, 1001 

III x co cachsucancnavansiincsexs 29,345,000 

Net change in stocks ........... —4,199,000 

23,667,000 Ratio sales to production.... 116.7% 
22,515,000 

+1,152,000 FUEL OIL 

95.19% Production ..........ccccccccrssssssees 105,516,000 

IONS asanscescatinteasscsciacess 111,748,000 

7,086,000 Net change in stocks .......... — 6,232,000 

5,132,000 Ratio sales to production.... 105.9% 
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stocks also increased 1,600,000 gal- 
lons although this was largely due to 
a transfer of gas oil stocks to stove 
distillate by one refiner. 


Stocks of both gas oil and fuel oil 
were reduced during the week, gas oil 
2.1 per cent and fuel oil 2.4 per cent. 


Battery Sales and Service 
Added to Oil Stations 


TOLEDO, Nov. 22.—After experi- 
menting for two years, the Hickok 
Producing Co. is placing storage bat- 
tery sales and service in many of its 
stations from Detroit around Lake 
Erie into Cleveland. Batteries sold 
will carry the company’s brand name 
Hi-Speed. 


About a year ago the company start- 
ed selling accessories. Hickok owns 
its stations but rents about all the 
500 locations to operators. Previous- 
ly some operators were permitted to 
carry an accessory stock, purchased 
as they saw fit; but early in 1930 the 
company organized its own accessory 
department and stocks its. stations 
with these items just as it does with 
gasoline and oil. 


For two years a subsidiary company 
in Akron, O., has been working on 
batteries, selling a national line and 
also its own brand. The plan of or- 
ganizing adopted by the Hickok com- 
pany in taking on batteries over all 
its territory is to make each station a 
complete unit for sales and service. 
Not all stations will take on the line, 
the decision depending on available 
space at the station for this new de- 
parture and also the type of neigh- 
borhood. 


Tideland Oil Co. Organized 


LOS ANGELES, Nov. 25.—Tideland 
Oil Co. Ltd., has been organized by 
William Walker, who retired as vice 
president and director of the General 











Petroleum Corp. in 1927 after 17 | 
years’ connection with that company. | 


The new company has acquired a | 


lease on four properties in the Playa 
del Rey field. 


Officers of the company, outside 
of Mr. Walker who is president, are: 


Capt. Frederick Libby, oil operator, | 


vice president and general manager; 
Robert Burhans Jr., president, Mas- 
ter Wire Lathe Co., Los Angeles, sec- 
retary and treasurer. Directors in- 
clude W. T. Bill, of Redlands, presi- 
dent, Redlands Building & Loan As- 
sociation for the past 25 years; W.C. 
Resser, oil operator; Charles Henebry, 
Texas and Long Beach oil operator; 
and Milton A. Krug, Los Angeles at- 
torney. 
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ontinental 


uipped j 


The “reason why” more pumps today are “Contin- 
ental Equipped” than ever before,-- 





Full Flow (not undersized) 

Heavier Fabric Cover. 

Complete construction built to ‘underwriters’ standards’’. 
Cast Brass non-leak couplings. 


In short-- A HOSE BUILT BY A MANUFACTURER 
OF RUBBER HOSE, SOLD ON ITS MERITS. 


Our nearest branch will deliver to you promptly. 


BALTIMORE, MD. ---- 112 W. Pratt St. 
BOSTON, MASS.-___-_~ 200 Congress St. 
BUFFALO, N. Y._------- 885 Niagara St. 


CHICAGO, ILL. --_- 27 West Illinois St. 
CLEVELAND, O.__ 203 Perry Payne Bldg. 


DAYTON, O. x... 116 So. St. Clair St. 
DETROIT, MICH.__.______ 5423 12th St. 
NEW YORK, N. Y._-_-- 152 Chambers St. 
PHILADELPHIA, PA.__313-319 New St. 
PITTSBURGH, PA._____- 300 Penn Ave. 
ST. LOUIS, MO.____- 221-223 No. 3rd St. 
ye eee 415 Michigan St. 


Continental Rubber Works 
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At last 


easy starting . . 


Motorists by the thousands saw this startling, strik- 
ing picture of a prehistoric monster...in magazines, 
newspapers and rotogravures from coast to coast. 
Then that line “Mobiline is guaranteed to flow at 
zero” caught their eyes. And now they ask for 
Sinclair Mobiline! 

No longer need your Pennsylvania oil customers 
change to another motor oil for winter driving. 
The wax that thickens and hardens Pennsylvania 
oils on cold, wintry days is virtually stripped from 
Mobiline at as low as 60° F. below zero. This de- 
waxing process, requiring new oil separators whirl- 
ing at 15,000 revolutions a minute, takes place in 
the Sinclair refinery at Wellsville, N. Y....the 
newest and largest single refinery using Pennsyl- 
vania grade crude exclusively. 







a pure PENNSYLVANIA grade motor oil for 
AND EASY SALES 


. in winter! 


Here Sinclair Mobiline is refined 100% from 
Bradford-Allegany crude...formed in the Devonian 
Age, a hundred million years ago... the costliest 
of all Pennsylvania crudes! Here this famous crude 
is triple-filtered to remove all carbon-forming com- 
pounds... Mobiline retains its clear greenish color 
long after other oils have turned black in the 
crankcase. 

Just think it over...this striking sales story 
behind Sinclair Mobiline! You can’t beat it! With 
Sinclair Mobiline this winter you get away from 
cold weather complaints... and get more satisfied, 
steady customers. Stock up now—winter’s here! 


Sinclair Refining Company (Inc.), New York, Atlanta, Chicago, Fort 
Worth, Houston, Kansas City. Sinclair Refining Company of Canada, 
Ltd., Toronto. Sinclair Refining Company of California, Los Angeles. 


SINCLAIR MOBILINE 


(2. nnsylvania MOTOR OIL Bia 


35% per quart 


©1930,5. 8. Cc 
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Reg. U. S Pat. Off. 1905, Renewed 1525 
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_ Eastern Gasoline Markets Lower; 


Others Show Little Change 


CLEVELAND, Nov. 24 

ASOLINE markets were quiet 

generally during the _ past 

week except in certain dis- 

tricts on the Atlantic sea- 

board where competition for business 

drove prices down to new low levels. 

Fuel oil markets were slow generally 

as the weather continued mild. Wax 

markets were somewhat more active 
but lubricating oils were quiet. 

In the Mid-Continent a 3,000,000- 
gallon export order placed with Ar- 
kansas and Texas refiners was the 
chief feature of the week. Domestic 
gasoline business was fairly good as 
a result of favorable weather but most 
orders received were to apply on con- 
tracts. 

Several refiners in north Texas and 
Oklahoma advanced their prices 0.25 
cent per gallon about the middle of 
the week. Reports from the Chicago 


resale market were that little busi- 
ness was done at the higher levels 
and that one or two refiners dropped 
their quotations back to the old basis 
at the end of the week. 


In California there were a few in- 
quiries for tanker lots of gasoline for 
delivery to the East Coast. General 
belief was that the buyers were bar- 
gain hunting as a result of rumors 
that some 6-cent gasoline was avail- 
able. Tanker rates are favorable for 
such movement now, being down to 
48 to 54 cents per barrel on cargo 
gasoline. 


Although quotations on export car- 
goes of gasoline at the Gulf are ap- 
proaching uniformity no _ business 
which can be confirmed has been done 
since the Export Petroleum Associa- 
tion ceased posting prices. One part 
cargo was sold during the past week 


and other small inquiries were in the 
market. 

The warm weather of recent weeks 
which has been favorable to gasoline 
consumption has had the opposite ef- 
fect on furnace oils. Late in the week 
cooler weather gave the market a lit- 
tle life in the middle west but a week 
or two of good consumption will be 
needed to build up much demand, the 
trade believes. 

Kerosine was active in some cen- 
ters, notably in New England but slow 
in the west. 

The Spanish Monopoly was seeking 
3000 tons of wax as the week closed. 
Several Pennsylvania refiners report- 
ed themselves out of the market un- 
til the first of the year. 

Low cold test lubricating oils were 
in fair demand during the week. Or- 
dinary grades of cylinder stocks and 
neutrals were slow. 





Few Price Changes in Chicago Resale Market 


Staff Special 
CHICAGO, Nov. 22 
HE Chicago Resale market was 
T steady during the week ended 
Nov. 22, with practically no 
change noted in prices of any 
product. Fair weather over most of 
the middle west helped hold up gaso- 
line consumption, while high temper- 
atures most of the week kept down 
demand for furnace oils. 

An effort was made during the 
week to bolster spot tank car gaso- 
line prices in Group 3 and, while this 
had some bullish effect on the Chi- 
cago market, there was little actual 
change in prices. Three or four sell- 
ers advanced their gasoline prices 
0.125 to 0.25 cent Nov. 19 or 20, but 
failed to do any appreciable amount 
of business at the new prices and two 
of them reverted back to their former 
prices. 

There appeared to be little tendency 
to force spot prices lower and most 
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sellers quoted the same prices all 
week. Spot sellers generally reported 
there was no great amount of busi- 
ness being done, while movement of 
gasoline to contracted jobbers was 
fair for this season of the year. 
Practically all the Chicago carlot 
marketers held their price on U. S. 
Motor at 4.50 or 4.625 cents, although 
several of them quoted 4.375 cents 
on an occasional order. A few sales 
also were reported at 4.75 cents. They 
generally reported that most refiners 
asked at least 4.375 cents for resale 
on full specification U. S. Motor gaso- 
line, although some purchases were 
reported as low as 4.25 cents. 
Refiners quotations on U. S. Motor 
gasoline were reported ranging from 
4.50 to 4.625 cents, although no sales 
were reported above 4.875 cents. A 
number of the larger refiners still 
were not interested in the spot mar- 
ket and consequently made no effort 
to keep their quotations in line. It 


was reported among the Chicago trade 
Saturday that the few refiners who 
had moved U. S. Motor for resale at 
4.25 cents had also made this price 
available to jobbers. However it 
could not be confirmed and the low- 
est sales confirmed were a few at 
4.375 cents. 

Kerosine continued to be a drug 
on the market, except for a nominal 
contract demand and for use as a fur- 
nace oil a a distillate price. The 41- 


. 43 w.w. grade was offered mostly at 


3 to 3.375 cents, although some un- 
treated goods moved as low as 2.875 
cents. 

The furnace oil situation was con- 
siderably improved during the latter 
part of the week, when temperatures 
took a drop and brought normal No- 
vember weather to the middle west. 
There was little improvement in tank 
car buying as yet, since it is gener- 
ally accepted that distributors had 
their storage tanks well filled. How- 
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Prices shown are in Group 3 basis and extended to date shown in Refinery Market Tables Section of this issue 


ever most sellers felt that a week or 
ten days of cold weather would bring 
the distributors into the market for 
replacement stocks. 


Despite the mild weather so far 
this winter, there has been very lit- 
tle weakness in the prices of good 
grades of distillate and zero gas and 
fuel oils and most of the trade fig- 
ured that cold weather would mean 
an advance in prices for these oils. 
No changes were noted during the 
past week in most quarters. 


Crude Stocks Decline Further 


NEW YORK, Nov. 22.—For the 
fourth consecutive month, pipeline 
and tank farm gross domestic stocks 
of crude oil east of the Rocky Moun- 
tains decreased in October. The 
amount of decline was 1,144,650 bar- 
rels, according to the American Petro- 
leum Institute. Stocks in September 
détlined 2,153,000 barrels; in Au- 
gust, 1,381,000 barrels; and in July 
322:850 barrels. 





Richfield to Liquidate Inventories 


' LOS ANGELES, Nov. 21.—Richfield 
Oil Co. has canceled crude oil pur- 


chase contracts in several California has been made advertising agent for the 
fields and has laid out a program of Rotary Lift Co., Memphis. 
liquidating its inventories over 1931, — 
the company has announced. The Buys Another Plane 
cancellations affect purchases in the | ST. LOUIS, Nov. 24.—A_ six-place, 
Belridge-Lost Hills, Signal Hill, and igh-wing, cabin Bellanca Skyrocket 
other fields. Converting inventories monoplane is the third plane purchased 
into cash will improve the company’s PY the Shell Petroleum Corp. The plane 
condition, it was said. The company ‘8 Powered with a 425-horsepower nine- 
estimates that economies projected CYlinder Wasp motor, has maximum 
will save the company $12,000,000 a speed of 155 miles per hour, and cost 
year. $19,655. Gasoline capacity is 120 gal- 
lons. It has special equipment for night 
flying, including disappearing landing 
NEW YORK.—McCann-Erickson, Inc., lights, reclining chairs and a couch. 





Shipments From Southern California 


LOS ANGELES, Nov. 20 

Bulk petroleum shipments from Southern California ports to Foreign and 

Atlantic Seaboard ports for week ended Nov. 15 totaled 991,316 barrels as com- 

pared with 1,149,508 barrels to these same ports for the previous week. Des- 
tination and quantity of shipments were as follows: 


Destination Crude Gasoline Diesel Kerosine Gas-Oil Fuel Total 

Pacific For. RGa, ERE -ccicscosens BE Sancosccnsvs 14,963 170,634 369,897 
ACTIOTRTIG DOT. —— cccssosssess 325,112 ANGE, “<ctceiivivess~ cilkcaskveceie. avadasiarens 402,759 
ASIORIG BOP. cksccsensces REBT setiaseoias. Tkeuisate.” aesesermeess “oskactaees 218,750 


Shipments from these same ports for the month of October totaled 9,573,718 
barrels compared to 10,114,130 barrels for September. October shipments were 
as follows: 

Destination Crude Gasoline Kerosine Diesel Distillate Fuel Total 
Pacific Dom. 1,173,545 1,194,622 2,180 144,655 13,861 2,252,832 4,781,705 
Batching-Oil 


Pacific For. 270,050 146,109 81,239 225,474 33,656 870,181 1,626,709 
Atiantic DOM.  ccccsssones 1,441,536 75,000 529,485 Juapasesaus sevnsevecese BgOeG,0al 
Atianbico MOP. © <sccsieisnn. 954,207 SO SEO DORR OT  savcdecseccs:  Sxcannesonss 1,119,283 
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Prices 10 Years Ago Prices A Year Ago 


Chicago tank wagon (no state tax). 


Nov. 25, 1929 





Oklahoma Penna. Oklahoma Penna, 

58-60 U. S. Motor.......... 19.00-19.50¢ 23.75¢ 58-60 U. S. Motor.......... 7.2500¢ 8.25-9.00¢ 
80-84 Natural ............. ee Grade A Natural ........ 7.00-7.1256 =§=«-_«casccennee i 
Kerosine (42-43 Okla.; Kerosine (Okla. 41- I 

47 W. W. Pa.) wees 8.50-9.00¢ 14.00-14.50¢ 43; Pa. 47 w. w.).... 4.25-4.75¢ 7.00-7.50¢ 
Fuel Oil (24-26 Okla.; Fuel Oil (Okla. 24- 

BRIO PG.) csicccn $2.00-$2.10 9.00¢ 26; Pa. 36-40) ....ccooe $0.875-$0.975 5.00-5.25¢ 
Crude (Okla. 35-35.9) $3.50 $6.10 Crude (Okla. 35-35.9) $1.40 $3.05 


eee 27.00¢ Chicago tank wagon (including 3c tax)..........17.00¢ | 
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Export Purchase Features Quiet Week 


Staff Special 
TULSA, Nov. 22 


URCHASE of approximately 3,- 
Pio00,000 gallons of gasoline for ex- 

port furnished virtually the only 
feature in the Mid-Continent gasoline 
market the third week of Novem- 
ber. 

The purchases were made in Ar- 
kansas and Texas, a million in the 
former state and the remainder in 
North and West Texas. Prices paid 
were not announced but were gen- 
erally believed to have been around 
5 cents a gallon, f.o.b. Arkansas 
plant, and around 5.25 cents in Tex- 
as. The purchases were made by an 
independent buyer who has been ac- 
tively engaged in the export buying 
business for several months for for- 
eign accounts. 

Gasoline demand for domestic con- 
sumption was fair, most sellers re- 
ported, but shipments were mostly 
on contracts. Several North Texas 
refiners about the middle of the week 
announced advances of 0.25 cent in 
quotations on 58-60 U. S. Motor 
gasoline and a few in Oklahoma ad- 
vanced prices approximately the same 
amount. 

On the heels of the higher quota- 
tions came an announcement from 
Prairie Oil & Gas Co. officials that 
the company would reduce its runs 
from the Oklahoma City field, and 
also would cease taking any Pan- 
handle oil. Champlin Refining Co., 
meanwhile, had announced a reduc- 
tion in its posted prices for crude oil 
in Oklahoma, and Dale Oil & Refin- 
ing Co. had posted lower prices in the 
Electra Texas district. 

These announcements had at least 
a psychological effect in that they 
removed some support from the new 
price structure. The majority of the 
trade in this area expressed the opin- 
ion another general crude reduction 
was near. 

Refiners had failed up to Nov. 22 
to notice any increase in spot buying 
by jobbers in anticipation of the 
Thanksgiving holiday demand, but 
most of them anticipated a larger 
volume of spot orders beginning the 
first of next week. 

Refiners in Louisiana and Arkansas 
for the most part were in a fair sta- 
tistical position according to reports. 
The purchase of the gasoline for ex- 
port cleared up one of the distress 
points and more optimism prevailed 
in that district than probably in any 
other district of the Mid-Continent. 

Natural gasolines had rather an 
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uncertain week. Demand for grades 
A and AA was sufficiently large in 
volume to keep prices stable. This 
was especially true in view of the 
fact that cooler weather cut down 
production of the higher’ grades. 
Grade A was extremely scarce, most 
manufacturers reported, and the 
price was slightly higher than that 
for grade AA. 

The lower production of grades A 
and AA naturally caused a _ corre- 
sponding increase in grade BB and 
C_ production. The result was a 
freer offering of those grades and 
prices broke 0.25 cent under grade AA. 


One large manufacturer reported 
Nov. 22 inquiries were in the field 
for a considerable volume for the re- 
mainder of the month, and if the 
business were placed, grade AA 
would become still scarcer. 

Kerosine was the most sluggish 
commodity in the list at the present 
time. Domestic demand apparently 
was fairly constant and no export de- 
mand was reported during the week. 
Prices were generally unchanged and 
it was doubtful if lower quotations 
would cause a reduction in the exces- 
sive stocks in the Mid-Continent. The 
Louisiana and Arkansas refiners as 
usual were the only ones to be free 
of the kerosine drag. Only one or 
two companies in that district make 
the oil at present and they can bare- 
ly supply the demand from their own 
accounts and those of the other re- 
finers. As a result prices were well 
established and stocks were relatively 
low. 

Demand for stove distillates showed 
a slight improvement after a few 
weeks of inertia due to mild weather 
in the middle west. A cold snap of 
some duration probably will be re- 
quired, however, to stimulate buying 
to any extent. Prices were unchanged 
in Oklahoma and Kansas but were 
fractionally lower in North Texas. 

Cooler weather also stimulated de- 
mand somewhat for zero gas oils. 
Several refiners continued to store 
the major portion of their production, 
however, in anticipation of a better 
demand later in the winter. 

The ordinary grade of gas oil was 
freely offered in both Oklahoma and 
Texas. The prevailing quotations 
were from 2.125 to 2.375 cents, with 
occasional offerings of oil made from 
Oklahoma City crude at 2 cents per 
gallon. 

High gravity fuel oils, with low 
cold test continued to be scarce with 
demand greater than supply, but 


prices were not changed. The ordi- 
nary cold test oils were freely offered 
in many quarters with demand ap- 
parently below normal. Prices re- 
mained stationary throughout’ the 
week. Refiners apparently realized 
the slower movement was not due 
to price but to lower demand. 

Neutral oils were unchanged in 
price. Demand was comparatively 
light most refiners reported. One 
company now is making a zero oil 
for which it is asking 0.50 to 1 cent 
a gallon premium. The bright stock 
demand also was light the entire 
week. Reports were received here 
that Pennsylvania oil was moving in- 
to the Rio Grande valley at lower 
prices, delivered, than one or two ma- 
jor manufacturers in North Texas 
were willing to quote, delivered. 

Wax quotations were generally at 
2 cents a pound, but inquiries were 
light and the bulk of movement was 
on contracts. 


Canadian Jobber’s Sales Up 50% 


TORONTO.—A 50 per cent increase 
in gasoline sales up to the end of 
August this year, as compared with 
the corresponding period last year, 
is reported by the Irving Oil Co., 
which operates 700 service stations 
and 30 bulk stations in the Maritime 
Provinces. 

The company recently leased land 
from the St. Johns, N. B., Harbor 
Commission upon which it will erect 
a storage and distribution plant. The 
plant will have three tanks with to- 
tal capacity of 2,000,000 gallons. 


Walsh to Direct Richfield Sales 

NEW YORK, Nov. 22.—Ralph W. 
Walsh, who has been vice-president 
of Richfield Oil Corp. of New York, 
has been elected a director and vice- 
president in charge of sales of the 
Richfield Oil Co. of California. 


Oil Station Equipment 
Exhibit in London 


LONDON, Nov. 17.—For the first 
time a special section- at the annual 
automobile show in London in October 
was devoted to displays of service sta- 
tion and garage equipment. Fifty ex- 
hibitors displayed oil marketing equip- 
ment valued between $250,000 and 
$300,000. 

An entire floor in the new Empire 
Hall, the latest addition to the 
Olympia buildings for exhibition pur- 
poses in London, was used by these 50 
exhibitors. Equipment ranged from 
small repair and service tools to hy- 
draulic lifts and “car performance 
testers.” 

Some months ago manufacturers and 
distributors of oil marketing equipment 
organized as the Society of Motor 
Manufacturers and Traders, Ltd. of 
Great Britain. 








Comparative Prices of 58-60 U. S. Motor Gasoline, 437 E. P., 


Group 3 and Point of Origin, to Jobbers Only 
In Effect November 24 


Price Price F.O.B. If for Particular Destination 

F.O.B. Point of 

Group 3 Origin 
ORTAROING oi. sc AceGu 4.625-5.25 (See note) «SAP a MR (ooo. der CL | ta Re ee a EAP a oe. Mee ce 
PPUIKIQNOMA. << ais «0010 + As, || rr RO SSR ic wseivie: Aaccorate Seatac whocaasralaatavaratna oe erer titer alaead 
[Se eee BESS oFds SD. aise cisliawiase © Lies eee S. O. Neb. & Indiana Territory, etc. 
MORERE ey cee as ord cao Cee OR 5.7500 (Wt. Avg.) Kansas only. 
NGPtH. LEZKS. 6664505). Bee bes sie ens COLO IS. ec Rerha Sale. Ip aaler at rato Detar hee Seager tea eea eke 
West TEZAS: 65.00 s0s sss ey ee a Sr ee 2 ee ee ok Se Eee One ns TLR O RN ee oun emer ee eR 
LOUISIANA-AESANENS 005 CELTS KOUO0 Gdkicdaitnear (ideteweuisens. Uosmese ele’ Michigan, Ohio and Indiana. 
AUOUIGIRNB-ATKORORE <6 5 <Sesirwseisise, hus coe ers Lt Ae | er re ae State or differential haul. 
Indiana-Illinois........ ASU ae. 1 eeincceuis © one woes OP Geral coin ees S. O. Indiana territory except Detroit and 


vicinity. For Ohio on delivered basis only, 

*Shipments made from E. Chicago, Ind., and Wood River, IIl., according to conditions and freight rates; no prices 
F.O.B. point of origin can be given. 

**Price of this 58-60, 437 e.p. gasoline, which in most instances meets full U. S. Motor gasoline specifications, represents 
quotations and sales prices of four refiners having 7% of the refining capacity of Oklahoma. These four refiners are not report- 
ing their prices for use in compiling weighted averages on U. S. Motor gasoline. 

Note: No sales reported for the gasoline marked “‘see note’; prices shown represent majority of quotations only. 








Chicago Resale Market 


CHICAGO, Nov. 22 asked at least 4.875 cents. Kerosines were dull. 

HE Chicago market was steady and without any More interest was being taken in low cold test fuel 

j Gectininn changes in price last week. Sales of and gas oils, although buying continued light as yet. 
U. S. Motor gasoline continued to move mostly with- Prices were without any noticeable change. 


in a range of 4.50 to 4.875 cents, although a few Following prices represent majority of sales made 
were reported at 4.375 cents and a number of re- on Group 3 freight basis, although shipments may 
finers still quoted up to 5.25 cents. originate in other refining districts, such as North 


Marketers reported’ that some Motor was avail- and West Texas, Arkansas, Louisiana, Indiana, Illi- 
able for resale at 4.25 cents, but that most refiners nois, Kentucky, etc. 


Prices Prices Prices 
Nov. 24 Nov. 17 Nov. 10 
a ES re 4.50 — 4.75 4.50 — 4.875 4.625- 5.00 
156-62 400-437 e.p. anti-knock gasoline............ 5.375— 6.50 5.375- 6.50 5.375- 6.50 
ee eee 4.625— 4.875 4.625— 4.875 4.75 — 5.125 
ee re I a 6.5 vas 0cskoKenseucncaeens 4.75 -— 5.00 4.875- 5.25 5.00 — 5.375 
Cer I I, ick dnc ccavadasvcesenewnss 5.50 — 5.75 5.625— 5.875 5.625- 6.00 
GE-FO FIO Gis GOMOIGR, once cc esccccsesavesss 6.00 — 6.50 6.25 — 6.50 6.25 - 6.50 
*Domestic Aviation Gasoline. ...........eeeeeeee 7.50 — 7.75 7.50 — 7.75 7.50 -— 7.75 
NN oii nd Seer Rion eo oes-cales 3.00 -— 3.25 3.00 — 3.25 3.00 - 3.375 
BOG Wi. OIG sino sbi va ped vba ecu eeenes 3.25 -— 3.625 3.25 — 3.625 3.25 -— 3.75 
SRD CONN Oy MR TIAUE ws Sia 5 a ono 6.00 sidcie so baneewe 2.875-— 3.00 2.875- 3.00 2.875- 3.00 
32x36 OPGINETS TART K ERG OIL oc 0 00s: 5:0 0:0:0i00 vine abies 2.25-— 2,375 2.25 — 2.375 2:25 = 2.875 
Ee eee 2.625— 2.75 2.625— 2.75 2.625- 2.75 
ME ne | ee re 2.75 — 2.875 2.75 — 2.875 2.75 =2.875 
28.30 zero fuel off (per bbl)... cc cccccscsccnce $0.85 -—$0.90 $0.85 -—$0.90 $0.85 -$0.90 
2S TRNET EL AOU ICD ois. scone sisiew wise iiw.e eo e-weiee es $0.80 —$0.85 $0.80 -$0.85 $0.80 -$0.85 
I ioc cis dawnseciacadnes $0.60 —$0.65 $0.60 -$0.65 $0.60 -$0.65 
18-22 fuel oil, low sulfur (per bbl.)................ $0.50 -$0.55 $0.50 -$0.55 $0.50 -$0.55 
18-22 fuel oil, high sulfur zero (per bbl.)........... $0. 525-$0. 575 $0. 525-$0.575 $0. 525-$0.575 
CE a ce 2 <a rree $0 .425-$0.475 $0 .425-$0.475 $0. 425-$0.475 


*Prices are based on U. S. Gov’t. specifications or better. Present Gov’t. specifications require distillation range of 
5% recovery at not more than 167° F., and not less than 122° F.; 50% recovery at 221°; 90% at 311°; 9€% at 347°; end 
oint 374° F. Gasoline of fighting grade specifications in some instances sells at a premium over domestic aviation grade. 
-rices represent majority of quotations. 
tOver 45% benzol equivalent. Prices represent quotations and sales. 











Weighted Average Prices 


OKLAHOMA 
Nov. 24 Nov. 17 Nov. 10 
No. of Cars. Price No. of Cars’ Price No. of Cars. Price 
58-60 U. S. Motor, 437 e.p... .. 4.625-5.25 (See note) 2 5.2500 ..  4.875-5.375 (See note) 
*58-60 437 e.p. gasoline..... .. 4.50— 5.00 .. 4.625-5.00 as S95 =5.375 
60-62 437 e.p. gasoline...... .. 4.75- 5.25 (See note) .. 5.00 -5.50 (See note) .. 5.00 -5.50 (See note) 
60-62 400 e.p. gasoline...... 1 5.5000 .. 5.50 -5.75 (See note) .. 5.50 -5.75 (See note) 
64-66 375 e.p. gasoline...... 5.75— 6.25 (See note) .. 5.75 -6.00 (See note) .. 5.75 -6.25 (See note) 
KANSAS 
Nov. 24 Nov. 17 Nov. 10 
No. of cars’ Price No. of cars Price No. of Cars. Price 
58-60 U. S. Motor, 437 e.p... 3. 5.7500 9 5.5278 10 5.5800 


Note: No sales reported for the gasoline marked “see note’? on the dates so marked; prices shown on such dates 
represent majority of quotations only. 

*Prices of this 58-60, 437 e. p. gasoline, which in most instances meets full U. S. Motor gasoline specifications, repre- 
sents quotations and sales prices of four refiners having 7% of the refining capacity of Oklahoma. These four refiners are not 
reporting their prices for use in compiling weighted averages on U. S. Motor gasoline. 




















Barometer of Mid-Continent Refinery Market—Week Ending November 21 


Charted Course of Prices, Production, Shipments, Stocks of Principal Refined Products, Week by Week, From Reports Made by 
93 Plants to National Petroleum News 
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Refinery Markets on Light Oils and Lubricants 


Prices given below are in cents per gallon, except where $ is shown. They represent prices made 
only to domestic jobbers who resell to the consuming public, except where otherwise noted. 
(These Refinery Prices compiled in the OIL P RICE HANDBOOK for a whole year) 





GASOLINE AND NAPHTHA 


OKLAHOMA (fF. o. b. Oklahoma refineries) 
Prices Prices Prices 
Nov. 24 Nov. 17 Nov. 10 
48-50 450 e.p. naphtha... 4.875-— 5.00 4.875- 5.00 4.875— 5.00 
50-52 450 e.p. naphtha... 4.875-— 5.00 4.875-— 5.00 4.875-— 5.00 
56-58 450 e.p. gasoline... 4.625-— 5.00 > 625— 5. 4 4.875- 5.00 
58-60 450 e.p. gasoline... 4.625-— 5.00 625- 5.00 4.875- 5.00 
64-66 390 e.p. gasoline. . 5.50 — 6.00 655 — 680 6.25 - 6.50 
68-70 350-360 ¢.p. gasoline 6.25 - 6.50 6.50 - 6.75 6.50 — 6.75 
tDomestic Aviation 
ee a 7.00 — 8.00 7.00 — 8.00 7.00 - 8.00 


tPrices based on U. S Gov’t. specifications or better. Present Gov’t. specifica- 
tions require distillation range of 5% recovery at not more than 167°F., and not 
less than 122° F.; 50% rec. at 221°; 90% at 311°; 96% at 347°; end point, 374°F. 
ha Mg grade in some instances sells at a premium over domestic aviation 


grade. Prices represent majority of quotations. 
PENNSYLVANIA (F. o. b. Western Pennsylvania refineries) 
52-54 Naphtha.......... 6.00 — 6.50 6.00 - 6.50 6.00 - 6.50 
54-56 Naphtha.......... 6.25 — 7.00 6.25 - 7.00 6.25 -— 7.00 
58-60 U.S. Motor 437 e.p. 6.50 — 6.75 6.50 — 6.75 6.50 - 6.75 
60-62 400.410 e.p. gasoline 6.625-— 7.25 6.625— 7.25 6.75 - : Se 
64-66 390 e.p. gasoline.... 7.125— 7.75 7.25 — 7.75 7.25 -— 7.7 
68-70 35U-360 e p........ 8.00 — 8.75 8.00 — 8.75 8.00 - 48 
OHIO (Quotations of S. O. Ohio. 4c state tax to be added.) 
U. S. Motor Gasoline 
Ohio, delivery at any 
DES sc sbaseneceees 9.00 9.00 9.00 


KANSAS (fF. o. b. 


refinery Kansas destination) 


60-62 437 e.p. gasoline.... 5.50 — 5:75 5.75 — 6.00 6.00 — 6.25 
60-62 400 e.p. gasoline.... 5.75 — 6.25 6.00 — 6.25 6.25 -— 6.50 
64-66 375 e.p. gasoline.... 6.50 6.50 — 6.75 6.75 — 7.00 
NORTH TEXAS (F. o. b. North Texas refineries) 
56-58 450 e.p. gasoline.... 4.50 4.50 4.50 
58-60 450 e.p. gasoline.... 4.50 4.50 4.50 
58.60 U.S. ice 437 e.p. y 625— 4.75 4.625- 4.75 4.75 
60-62 400 e.p. gasoline.... 5.00 — 5.25 5.00 — 5.25 §.00 — 5.25 
64-66 390 e.p. gasoline.... 5.25 — 5.50 5.25 -— 5.50 5.25 — 5.50 
64-66 375 e.p. gasoline.... 5.50 — §.75 5.50 — 5.75 5.50 — 5.75 
68-70 350-360 e.p. gasoline 6.25 — 6.50 6.25 — 6.50 6.25 - 6.50 


**WEST TEXAS (F. o. b. West Texas refinery, for unrestricted shipment) 


$0-52 naphtha.......... 4.50 4.50 4.50 
58-60 4 gasoline.... 4.50 4.50 4.50 
58-60 8, Motor 437 e.p. 
path eae ee ae 4.625- 4.75 4.625- 4.75 4.625-— 4.75 
NORTH LOUISIANA (N. La., Ark. and Miss. destination) 
58-60 U.S. Motor 437 e.p 5.50 5.50 Pe i 
ARKANSAS (Ark., N. La. and Miss. destination) 
58-60 U.S. Motor 437 e.p. 5.25 5.25 5.75 


CALIFORNIA (3c tax to be added to California gasoline prices if used 
n state.) 


54-58 U.S Motor 437 e.p. 8.75 -11.50 8.50 -11.00 9.50 -11.50 
54-58 U.S. Motor, for out- 

side state shipment.... 7.50 — 8.50 7.25 — 8.50 7.50 — 9.00 
58-61 375-400 e.p. gasoline 11.00 -12.00 11.00 -12.00 11.50 -12.50 
42-45 Engine Distillate 

BEE AGG BG ie sivccccees 8.50 — 9.75 8.50 -— 9.50 8.50 -10.00 


NATURAL GASOLINE 


(Note: End point of all grades, not over 375F. Corrosion test adopted 
Oct. 1, 1927; A.S.T.M. Method D130-27T; doctor test, July 2, 1928.) 
OKLAHOMA (fF. o. b. Oklahoma refireries) 
Grade AA, 80-87.9, 90% 
ee Te 4.375- 4.50 4.50 4.50 
Grade A, 72-79.9, 90% 
ee Te 4.625-— 4.75 4.75 4.50-4.75 
Grade BB. 84-92, 85% 
St TT re 4.00 4.50 4.50 
Grade B, 76-83.9, 85% 
DI sic answncicas 4.25 4.50 4.50 
Grade C, 80-92, 78% 
ee ee 4.00 4.50 4.50 
NORTH TEXAS (F. o. b. Breckenridge) 
Grade od 80-87.9, 90% 
Recovery............: 4.375- 4.50 4.50 4.50-4.625 
Grade im "53. 79.9, 90% 
Recovery Se ee 4.625-— 4.75 4.75 4.50-4.75 
Grade BB. 84-92, 85% 
ee Rr 4.00 4.50 4.50 
Grade B, 76-83.9, 85% 
re 4.25 4.50 4.50 
Grade C, 80-92, 78% 
eee 4.00 4.50 4.50 


tPrices nominal ttOnly one refiner quoting *Quotations only 





NORTH LOUISIANA (fF. o. b. Monroe District) 





Prices Prices Prices 
Nov. 24 Nov. 17 Nov. 10 
eae, Ce ; T4.50 4.75 4.75 
ROE 605000 cseaees 74.25 +4.75 4.75 
SRO NG cassia bices ‘ 4.25 4.75 4.75 
CALIFORNIA (fF. o. b. California refineries) 
75-85, 375-390 e.p. for 
Se ee 6.50 - 7.25 6.50 - 7.25 6.50 -— 7.25 
PENNSYLVANIA (F. o. b. Western Pennsylvania refineries) 
45 w. w. kerosine 4.75 -— 5.00 4.75 - 5.00 4.625- 5.00 
46 w.w. kerosine... 5.00 — 5.50 5.00 - 5.50 5.00 - 5.50 
47 w. w. kerosine 5.25 — 5.75 5.29 = §.75 §.25 — 5.75 
300 mineral seal......... 5.50 — 6.00 5.50 - 6.00 5.50 — 6.00 
OKLAHOMA (fF. o. b. Oklahoma refineries) 
41-43 w. w. kerosine..... 3.125- 3.375 3.125- 3.50 3.125- 3.50 
42-44 w. w. kerosine..... 3.50 -— 4.00 3.50 - 4.00 3.50 — 4.00 
KANSAS (fF. o. b. refinery Kansas destination) 
41-43 w. w. kerosine..... 3.50 -— 4.00 3.50 — 4.00 3.75 — 4.00 
42-44 w. w. kerosine..... 4.25 — 4.50 4.25 — 4.50 4.50 -— 4.75 
NORTH TEXAS (fF. o. b. North Texas refineries) 
40-42 w. w. kerosine..... 3.00 3.00 3.00 
41-43 w. w. kerosine..... 3.00 — 3.25 3.00 — 3.25 3.00 -— 3.25 
NORTH LOUISIANA (N. La., Ark. and Miss. destination) 
41-43 w. w. kerosine..... 4.00 4.00 4.00 
42-44 w. w. kerosine..... 4.25 4.25 4.25 
ARKANSAS (Ark., N. La. and Miss. destination) 
41-43 w. w. kerosine..... 4.00 4.00 4.00 
CALIFORNIA (F. o. b. California refineries) 
38-40 w. w. kerosine..... 5.00 - 6.00 5.00 - 6.00 5.00 - 6.00 
PENNSYLVANIA (fF. o. b. Western Pennsylvania refineries) 
Vis. (Viscosity at 70° F.) 
200 No. 3 Assoc. Filt..... 16.75 -18.00 16.75 —18.00 16.75 -19.00 
180 No. 3 Assoc. Filt..... 14.00 -15.00 14.00 -15.00 14.00 —16.00 
150 No. 3 Assoc. Filt..... 10.75 —12.00 10.75 -12.00 10.75 —12.00 
(Non Viscous) 
34 Grav. 330-340 Flash... 5.50 — 6.50 5.50 - 6.50 5.50 - 6.50 
**MID-CONTINENT (F. o. b. Mid-Continent refineries) 
Vis. Color (Viscosity at 100° F.) 
oe errr 5.50 5.50 5.50 — 6.00 
TIO. Biss a0 odo 000.00 6.75 — 7.00 6.75 — 7.00 7.50 
ee, Eee 6.50 6.50 7.00 
POPPING. Disc cbebeesenes 8.00 — 8.50 8.00 — 8.50 8.00 -— 9.00 
180—No. 4............. 7.75 — 8.00 7.75 — 8.00 8.50 
180—No. 5............. 7.50 7.50 8.00 
eee See 9.75 -10.00 9.75 -10.00 9.75 -10.50 
eee > See 9.25 - 9.50 9.25 - 9.50 10.00 
mee ie Sere 8.75 -— 9.00 8.75 - 9.00 8.75 — 9.25 
ot ee See 11.50 11.50 12.50 
Pe a 11.00 11.00 12.00 
PE POENOs Dixie consae ays 10.00 10.00 11.00 
> oe et re eee 13.50 13.50 13.50 —14.00 
gee i, ere ae 12.50 12.50 12.50 -13.00 
RIN: Si 6 aces se Nae 11.50 11.50 12.00 
OPT Beicaceces snes 15.50 15.50 16.00 
Bee Bick cae anew 14.50 14.50 15.00 
pe Se renee 13.50 13.50 14.00 
**Represents Both Sales and Quotations. 
NATIONAL PETROLEUM News 
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Refinery Markets Wax, Lubricants, Heavy Oil 


Prices given below are in cents per gallon, except where $ is shown. They represent prices made 
only to domestic jobbers who resell to the consuming public, except where otherwise noted. 
(For quick reference to Refinery Prices, get the OIL PRICE HANDBOOK, published annually) 





GULF COASTAL (fF. o. b. Gulf Coastal refineries) 


Prices Prices Prices 
Nov. 24 Nov. 17 Nov. 10 

Vis. Color (Viscosity at 100° F., pour test 0) 

100—No. 2 Pale........ 6.00 — 6.25 6.00 — 6.25 6.00 -— 6.25 
200—No. 3 Pale........ 8.00 — 8.50 8.00 - 8.50 8.00 - 8.50 
300—No. 3 Pale....... ‘ 9.25 -— 9.75 9.25 -— 9.75 9.25 - 9.75 
500—No. 3% Pale...... 10.50 -11.00 10.50 -11.00 10.50 -11.00 
750—No. 4 Pale....... . 12.00 -12.50 12.00 -12.50 12.00 -12.50 
1200—No. 4 Pale........ 14.50 -15.00 14.50 -15.00 14.50 -15.00 
2000—No. 4 5 Pale...... 15.50 -16.00 15.50 -16.00 15.50 -16.00 
200—No. 5% Red a 7.25 -— 7.75 7.25 -— 7.75 7.25 — 7.75 
300—No. 5% Red “eo 8.50 — 9.00 8.50 -— 9.00 8.50 -— 9.00 
500—No. 6 Red Oil.. 9.75 -10.25 9.75 -10.25 9.75 -10.25 
750—No. 6 Red Oil..... 11.25 —-11.75 11.25 -11.75 11.25 -11.75 
1200—No. 5-6 Red Oil... 13.50 -14.00 13.50 -14.00 13.50 -—14.00 
2000—No. 6 Plus Red Oil 15.50 -16.00 15.50 -16.00 15.50 -16.00 

TCALIFORNIA (fF. o. b. California refineries) 

Vis. Color (Viscosity at 100° F.) 

100—No 3 9.50 -10.00 9.50 -10.00 9.50 -10.00 
200—No. 3.. 11.50 11.50 11.50 
300—No. 3.. 13.00 13.00 13.00 
450—No. 3.. 15.50 ig 15.50 
550—No. 3.. 16.50 6.50 16.50 
600—No. 3.. 17.00 17:00 17.00 
200—No. 5.. 11.00 1.00 11.00 
300—No. 5.. 12.00 12:00 12.00 
400—No. 5.. 14.00 14.00 14.00 
500—No. 5.. 15.00 15.00 15.00 
600—No. 5 16.00 16.00 16.00 
700—No. 7 18.00 18.00 18.00 





tNeutral oils not manufactured commercially in California. 


CYLINDER STOCKS 


MID-CONTINENT (F. o. b. Mid-Continent refineries) 


(Bright stock prices represent quotations to domestic jobbers only). 
sg yee D at 210° 


bia ee aa Gun eeatka 25.00 25.00 28.00 -—30.00 
se co ‘Vis. D at 210° 
Brt. St.. 0-10 cold test 20.00 -21.00 20.00 -21.00 21.00 -—23.00 
150-160 Vis. D at 210° 
Brt. St., 10-25 cold test 19.00 —20.00 19.00 -—20.00 19.00 -21.00 
150-160 Vis. D Brt. Stock, 
25-40 cold test........ 17.00 -19.00 18.00 -19.00 18.00 -19.00 
150-160 Vis. E 210° Brt 
POR OCr rrr 16.00 -17.00 17.00 -19.00 17.00 -18.00 
600 St. Ref. Olive Green.. 7.50 — 8.00 7.50 - 8.00 8.00 
600 St. Ref. Dark Green.. 7.50 — 8.00 7.50 -— 8.00 8.00 
ere 5.00 5.00 5.00 


PENNSYLVANIA (fF. o. b. Western Penna. refineries) (A.S.T.M. Tests) 
“ D gas Refined, filter- 


nti aie CePA B BS 9.00 — 9.50 9.00 - 9.50 9.50 -10.00 
<n tees ed 14.00 -16.00 14.00 -16.00 14.00 -16.00 
Flash. .... ssaeitiageee 16.00 -18.00 16.00 -18.00 16.50 -18.00 
iin ccvasceas 24.00 -25.06 24.00 -25.00 24.00 -26.00 
600 Warren E........... $15.00 -17.00 15.00 -17.00 15.50 -17.00 
600 Oil City E.......... +15.00 -15.50 15.00 -16.00 15.00 -16.00 
600 D Filtered.......... 18.00 -19.00  18.50-19.50 18.50 -19.50 
Cold Test Stock, 140-150 
vis. at 210°, 540-550 
ast is. tee 8 
‘pees tat... 20.00 -23.50 20.50 -23.50 21.00 -23.50 
No. 8 color, above 35 
pour EY 18.00 -20.00  18.50-20.00 18.50 -20.00 
No. 6-6 | dilut 
050 pius coats ne 417.00 -21.00 17.50 -21.00 17.50 -21.00 
PENNSYLVANIA (Per pound, Fi o b. New York) 
122. 124 hi d ! 
:.. wnat «es 2.15 - 2.25 2.125- 2.25 
124.126 wh de scale, 
1136 white’ ru meee 618 = 2.25 9.16 = 2.29 2.395 2:25 


**QOKLAHOMA (Per pound in barrels; in a few instances, per pound in 
burlap bags; F. o. b. Oklahoma refineries.) 


124-126 White Crude 
SCAG, GERD cccccce ‘ 2.00 


DISTILLATE, GAS AND FUEL OIL 


PENNSYLVANIA (For outside Pittsburgh district) 


2.00 — 2.125 2.125= 2.25 


| Ae 3.375— 3.75 3.50 — 3.75 3.625— 3.875 
a Be eaemaanban 3°50 — 3.78  3.50-3.75 3.625- 3.75 
ys i ere 3.50 — 3.75 3.50 — 3.75 3.625— 3.75 


tPrices nominal +tOnly one refiner quoting *Quotations only 
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OKLAHOMA (F. o. b. Oklahoma refineries) 


Prices Prices Prices 

Nov. 24 Nov. 17 Nov. 10 
38-40 straw distillate..... 3.00 — 3.125 3.00 — 3.125 3.00 — 3.125 
36-38 straw distillate..... 2.875-— 3.00 2.875- 3. 2.875- 3.00 
32-36 straw gas oil....... 2.50 — 2.625 2.50 — 2.625 2.50 — 2.625 
32-36 straw gas oil zero.. 2.75 — 2.875 2.75 — 2.875 2.75 — 2.875 
32-36 dark gas oil....... 2.125— 2.375 2.125— 2.375 2.125- 2.375 
32-36 dark gas oil zero. 2.625— 2.875 2.625— 2.875 2.625— 2.875 
28-30 zero fuel oil(per bbl.) $0.85 — 0.95 $0.85 — 0.95 $0.85 -— 0.95 
28-30 fuel oil (per bbl.).. $0.80 — 0.825 $0.80 -— 0.825 $0.80 - 0.825 


24-26 fuel oil (per bbl.)... $0.65 — 0.70 $0.65 - 
22-26 fuel oil (per bbl.)... $0.55 — 0.60 $0.55 - 
18-22 fuel oil (per bbl.)... $0.475- 0.525 $0.475- 
16-20 fuel oil (per bbl.)... $0.425- 0.475 

0 


$0.425- 
14-16 fuel oil (per bbi.)... $0.40 —- 


2 
2 
2 
0 
26-28 fuel oil (per btl.)... $0.70 -0.75 $0.70 - 0.75 $0.70 — 0.75 
0. 
0 
0 
45 $0.40 - 0 


KANSAS (fF. o. b. refinery Kansas destination) 


38-40 straw distillate..... 3.25 - : zS 3.25 -— 3.50 $3.3 = 3.50 
36-38 straw distillate..... 3.00 3.00 
32-36 straw gas oil....... ; 00 3.00 3.00 
18-22 fuel oil (per bbl.)... $0.70 — 0.75 $0.70 — 0.75 $0.70 — 0.75 
10-14 fuel oil (per bbl.)... $0.55 — 0.65 $0.55 — 0.65 $0.55 — 0.65 


NORTH TEXAS (fF. o. b. North Texas refineries) 


38-40 straw distillace.... 2.875— 3.00 3.00 3.00 - 


38-40 a 3.125— 3.2 3.125- 3.25 3.125- 3.25 
32-36 gas oil, cracked. 2.25 — 2.50 2.25 -— 2.50 : 25 -— 2.50 
32-36 St. reduced gas oil. 2.125— 2.375 2.125- 2.375 .125- 2.375 
24-26 fuel oil (per bbl.)... $0.50 -$0.55 $0.50 -$0.55 $0. 50 -$0.55 
20-24 fuel oil (per bbl.)... $0.45 -$0.50 $0.45 -$0.50 $0.45 -$0.50 
18-22 fuel oil (per bbl.)... $0.40 —$0.45 $0.40 -—$0.45 $0.40 -—$0.45 


**WEST TEXAS (F. o. b. West Texas refinery, or unrestricted shipment) 


oe | 2.25 — 2.50 2.25 — 2.50 2.25 — 2.50 
ik | a 1.875— 2.125 1.875— 2.125 1.875-— 2.125 
28-30 zero gas oil........ 2.25 — 2.50 2.25 — 2.50 2.25 -— 2.50 
18-22 fuel oil (per bbl.)... $0.50 -$0.60 $0.50 -$0.60 $0.50 -$0.60 


NORTH LOUISIANA (N. La., Ark. and Miss. destination) 
32-36 gas oil, dark....... *3.25 *3.25 *3.25 


32-36 gas oil, straw...... *3.25 *3.25 *3.25 
14-16 fuel oil (per bbl.)... $0.75 -$0.85 $0.75 -$0.85 $0.75 -$0.85 


ARKANSAS (Ark., N. La. and Miss. destination) 


32-36 gas oil, straw...... 3.25 3.25 3.25 
32-36 dark gas oil........ 3.25 3.25 3.25 
pT ree 


3.00 
$0.90 -$0.95 
$0.70 -$0.75 

3.25 


3.00 
$0.90 -$0.95 
$0.70 -$0.75 

3.25 


3.00 
$0.90 -$0.95 
$0.70 -$0.75 

3.25 


20-24 fuel oil (per bbl.)... 
9-12 fuel oil (per bbi.)... 
pe reer 


CALIFORNIA (F. o. b. San Joaquin Valley. Nominal pipe line ‘<r to 
San Francisco 24c per bbl. more and to San Pedro 20c per bb more.) 


14-18 fuel oil (per bbl.)... $0.35 -—$0.60 $0.35 -$0.60 $0.35 -$0.60 
14-18 Bunker oil (per bbl.) $0. = —-$0.85 $0.65 -$0.85 $0.65 -$0.85 
30-34 gasoil(perbbl.).... $0.85 -$1.05 $0.85 -$1.05 $0.85 -$1.05 
27 Plus Dieseloil(per bbl.) $0. 83 —$1.05 $0.85 -$1.05 $0.85 -$1.05 


PETROLATUMS 


PENNSYLVANIA (Per pound, in barrels, carload lots, r. o. b. refinery. 
In tank cars %c te %c per pound less.) Two refiners quoting. 


ed eee 8.50 8.50 8.50 
BA WHEE cc cwecanees 7.50 7.50 7.50 
ee | _ 6.50 6.50 6.50 
Light Amber............ 3.375— 3.625 3.375— 3.625 3.375— 3.625 
(rrr rr reer 3.125- 3.375 3.125- 3.375 3.125— 3.375 
PG Videcucucadcunaenes 2.875- 3.00 2.875-— 3.00 2.875— 3.00 
**OKLAHOMA (F. o. bs Oklahoma refineries) 
(Per ton in car lots) 

PM cic entakawes $4.50 -$5.00 $4.50 -$5.00 $4.50 -$5.00 
NUNES cea wscnnanena $3.00 $3.00 $3.00 
CNNRiee i rianddacandes $2.00 $2.00 $2.00 
**Represents Both Sales and Quotations, 
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Barometer of Mid-Continent Refinery Market—Week Ending November 21 


Charted Course of Prices, Production, Shipments, Stocks of Principal Refined Products, Week by Week, From Reports Made by 
93 Plants to National Petroleum News 
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Mid-Continent Refineries 


Price of 32-36 Straw Gas Oil 
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Gasoline 
Meter-and-clock... 
a Worthington Unit 
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IFTEEN years ago Worthington built the original gasoline 
meter. Today, after seventy years experience in building 
all kinds of liquid meters, Worthington offers a super-accurate 
high-speed gasoline meter equipped with a clock of equal merit. 







The accuracy of this unit was recentiy proved in a trial conducted 
by a prominent filling station pump manufacturer...in which all 
official tests were passed after 2,000,000 gallons of commercial 
grade gasoline had been run through at high speed. 








Its efficiency curve is uniformly high...demonstrated by numer- 
ous tests under all sorts of conditions up to a speed of 18-20 
gallons per minute. All Underwriters Laboratories tests have 





Ss of ba ¥ 3 os been passed and approval has been obtained from the Sealers of 
aS TL Re Me = ° *-. 
Oe NSE ; Weights and Measures in every state requiring such approval. 
PUMPS -_ \ COMPRESSORS: 5; 
{Aa AS Ties |<; Stedenery ond LOCA Here is a modern unit, designed and built with a full consider- 
- Any Capacity.:.Any Pressure ROCK DRILLS “©” ation of present day requirements. See it demonstrated...either 
{ .\ CONDENSERS = * © AUTOMATIC HEAT = ; ca tt : 
4 and Auzilivrics TREATING MACHINES in your own plant, or in the Worthington Meter Shop at the 
FOR DRILL STEEL Harrison, New Jersey, Works. 


DIESEL ENGINES 


GAS ENGINES . __ FORGING FURNACES 


“DRILL STEEL“. 
Umea rer ata WORTHINGTON PUMP AND MACHINERY CORPORATION 
DRILL STEEL. Works: Harrison, N. J. Cincinnati, Obio Buffalo, N.Y. Holyoke, Mass. 
tS Pe , eo nd Executive Offices: 2 Park Avenue, New York, N.Y 
> ACCESSORIES. GENERAL OFFICES: HARRISON, N. J 


FEEDWATER HEATERS , *. 


WATER, OIL and 
GASOLINE METERS 


MULTI-V-DRIV ae ‘H MIUM PLATING District Sales Offices and Representatives: 
¥ IVES - c RO : ATLANTA CHICAGO DALLAS EL PASO LOS ANGELES PHILADELPHIA ST. PAUL SEATTLE 
Literature on request BOSTO CINCINNAT] DENVER HOUSTON NEW ORLEANS PITTSBURGH SALT LAKECITY TULSA 
BUFFALO CLEVELAND DETROIT KANSASCITY NEW YORK ST. LOUIS SAN FRANCISCO WASHINGTO® 





Branch Offices or Representatives in Principal Cities of all Foreign Countries 


_WORTHINGTON 
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Barometer of Mid-Continent Refinery Market—Week Ending November 21 


Charted Course of Prices, Production, Shipments, Stocks of Principal Refined Products, Week by Week, From Reports Made by 


93 Plants to National Petroleum News 
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| California Refinery Market 








Domestic and Export Trading Light 


LOS ANGELES, Nov. 20 

ACIFIC Coast markets were dull 

P in. past week. Practically no 

spot sales were reported in the ex- 

port branch and domestic trading was 
at low ebb. 


Quotations on bulk goods for ex- 
port were unchanged and inquiries 
were confined to buyers on the east 
coast, who are in search for bargains. 
The queries are thought to result 
from rumors that several cargoes of 
California gasoline had been sold on 
the Atlantic Coast at less than 6 
cents per gallon delivered. 


Tanker rates during the past few 
weeks have been particularly favor- 
able for movement of petroleum prod- 
ucts by water. It is understood a 
ship was recently fixed at $0.48 per 
barrel on a cargo of gasoline for east 
of Hatteras. Additional clean boats 
were reported available at about $0.54. 
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Independent companies owning bulk 
marine terminals were reported to be 
chiseling on prices of fuel oil for 
bunkering purposes. One refiner of- 
fered to supply the bunker oil needs 
of a steamship company during 1931 
at $0.55 per barrel. Previous quota- 
tions have been above $0.60 per bar- 
rel. 


The anticipated reduction in Pacific 
Coast gasoline price schedules did not 
take place although the situation is 
even worse than it was at the close of 
last week. 


Traders were sitting tight and hold- 
ing up orders to see what turn con- 
ditions would take during the com- 
ing week. One of the independent re- 
finers who shaded his tank truck and 
trailer quotations on gasoline to 8.50 
cents a week ago, later increased his 
price to 10.50 cents delivered. This 
action tended to bolster the immedi- 


ate market. However, as the week 
closed city specification gasoline could 
be purchased at under 9 cents. These 
prices are exclusive of the three cents 
state tax. 


Spot cars of U. S. Motor gasoline 
were moved in limited number with- 
in the state at 8.75 to 11.50 cents. 
One dealer said jobbers expected to 
buy at under 8.50 cents in any 
quantity. 

For shipment into adjoining states 
quotations on gasoline were advanced 
0.25 cent although few sales were re- 
ported. In the competitive territories 
of Utah and Arizona the quoted price 
was between 7.50 and 8.25 cents. 


Fuel oil continued to clutter up the 
local domestic market. A member of 
the trade reported he was ready to 
sell 15 to 20 cars at $0.25 per bar- 
rel. This is distress goods offered 
to relieve storage space. In general 
quotations ranged at $0.40 to $0.55 
per barrel on this commodity. 

The trade reported a good demand 
for gas oil. When used for furnace 
heating—34-38  gravity—the going 
price was in the neighborhood of 2.50 
cents per gallon. For use in smudg- 
ing citrus groves a 30-34 gravity 
product was offered at $0.85 to $0.90 
per barrel. 
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7 | Pennsylvania Markets 
| ECAUSE Truck Tanks, to properly 
Trading Continuce Light serve their owners, must be light in 
a CLEVELAND, Nov. 24.—There | weight, sturdy - construction, leak 
was little activity reported in any sec- proof and capable oi outliving the truck it- 
| tion of the Pennsylvania refinery mar- Peet self, Leader builds them that way. 
ket last week. Prices for most com- | ’ nae 
modities were fairly steady. Fuel oil ; Because capacities vary (300 to 2000 gal- 
i om —~ igri ah ib Ems lons), because trucks are different, because 
and distress offerings of bright stoc Ti : : 
appeared, but other commodities | Bhd local situations present many problems to 
showed little change either in demand be overcome, Leader is prepared to meet 
| or price. a ; conditions as they are,—and solve them. 
a Further easing in the demand for | 
— | fuel oil as cracking stock was blamed | i. Leader prices are reasonable and financing 
5 | mostly for the lower prices, although can be arranged 
_ failure of industrial demand to im- | Write for further particulars 
SP prove played some part in the easier 
5 market. One refiner late in the week I 
> offered 40 cars of 36-40 fuel oil at | {oh pe} 
D 3.375 cents a gallon, a reduction of - _ IRON, WORKS, Inc. 
0.125 cent from the previous low for 
} Cie seein. 2112 NO. JASPER ST. DECATUR, ILL. 
5 Although definitely lower prices for 
s bright stock were lacking, the posi- 
yp tion of this commodity, according to , 
} reports, was such that a buyer could DAS + AAAS 
shade current quotations substan- 
tially on firm offer. Light bright 
above 35 pour test was said to have 
sold as low as 17 cents a gallon but 
confirmation of sales at this price 
was unobtainable. 
Due largely to the slow bright 
stock market, several sellers reported 
an easier market for cylinder stocks, 
7” although in this division of the mar- 
ket also definitely lower prices were 





lacking. The minimum quotation for 
filterable 600 steam refined remained | N a R EA S be y 
eek 9 cents. No sales were reported at 
uld this price by refiners and bright stock 
ese manufacturers reported no purchases c 
nts that would tend to establish a lower 





market. 
— Neutral oils were quiet. Demand vei 
=a was best for the cold test grades for Trade-Mark —— distillate = 
ve — — — — attractive color by which your 
of 4 to 8 cents a gallon over the ordi- ° 
ti nary cold test oils. | customers will remember your fuel. 
Gasoline movement was holding up | 
fairly well, according to most reports. | 
ates Kerosine was reported scarcer in some | DYKEM COLORS 
ced sections of the field. Several refiners | age ee 
“ie reported they would be out of the are easy to apply. Not — 
sie wax market until the first of the year. ious. No sediment to clog 
Chee: tian, Pemaiteentn:- ti burners. Cost is negligible. 
the OLEAN, N. Y.—Can you write a | 
r of theme song? About oil? 


Se , If, in two verses and a chorus set | Bright Shades of BLUE, GREEN, PURPLE, 
ar- § 0 some well known music of your 0 
red choice or your own peared - pail “~ | RED, ORANGE, VIOLET 


eral tol the virtues of 100 per cent Penn- | 
).55 Sylvania oil, the New York State Oil | 
P 1 j 7 | . e 
oil i ———— may award you | Write for price and sample of color 
race _Mail your lyrics to Bayard T. Has- | preferred, and instructions. 
ying kins, Wellsville, N. Y., chairman of the | 
2.50 award committee. The committee con- | 
1dg- ain yong Lewis a tone 4 | DYESTUFFS & CHEMICALS, INCORPORATED 
vity ’ e association, and Mrs. J. 
1.90 ciate Brown. The contest closes | Monroe at 11th Street, St. Louis, Mo. 
‘eb. 1. 
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Eastern Domestic Markets 





Gasoline Prices Drop to New Lows 


Staff Special 
NEW YORK, Nov. 22 


ASTERN gasoline prices tumbled 
a to new low levels during the 

week ended Nov. 22. Reports from 
both buyers and sellers disclosed 
sizable shipments of gasoline at prices 
heretofore unheard of in the seaboard 
markets. To be sure, there have been 


rumors of low prices and even scat- . 


tered sales at such prices reported, 
but not until the past week have 
there been reports of large offerings 
at such figures. 


The majority of the companies op- 
erating along the coast have reduced 
prices for gasoline in one district or 
another. At New York harbor, U. S. 
Motor gasoline was available for 6.50 
cents. Some sellers reported little 
difficulty in obtaining 6.75 and 7 cents 
for their material. In those instances 
however, there were mitigating cir- 
cumstances such as the quality of 
gasoline offered. In barge lots U. S. 
Motor was available at 6.25 cents 
and in one instance for 6.125 cents. 


Sales of California gasoline at New 
York harbor for delivery in tank cars 
have been rarely reported, but one 
seller believed that 7.50 cents could 
be done. There has been consider- 
able talk about California gasoline 
moving for 6.75 and 7 cents, but in 
every instance it has been a material 
defined ‘‘as good as” or, ‘‘better than”’ 
the California product. 


In the Baltimore district, California 
gasoline was available for 7.50 cents 
where the appearance of a material 
with a high anti-knock rating com- 
parable to west coast gasoline has 
forced the price of the latter to com- 
pete with it. A similar situation ex- 
ists in the Philadelphia market where 
the price for California gasoline is 
7.50 cents. Rumors that that price 
could be shaded have also been re- 
ported. In both districts, the prices 
for U. S. Motor gasoline is 6.75 to 
7 cents. However, only late last 
week were the rumors of the 6.75- 
cent price verified by sizable sales in 
the Baltimore district. 


The Boston district stood out alone 
in that sales of U. S. Motor were re- 
ported at unchanged prices. The de- 
livered price for gasoline has been 
generally reported at 7.75 cents. 
Shading of that figure was totally 
lacking. In the Portland district, the 
majority of sellers reported the price 
to be 8.25 cents, delivered. Like- 
wise, in the Providence district sev- 
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eral companies have joined those who 
are selling for approximately 7.875 
cents delivered. 


Kerosine prices at New York har- 
bor and in the Philadelphia district 
were undetermined when a major 
seller a few days ago began quoting 
6 cents. A substantial number of 
sellers, however, were still quoting 
6.25 cents, as the week ended. The 
6-cent material was reported to be 
in good demand. 


The burning oils were reported by 
sellers in New England to be in good 
demand. One company doubtful of 


its ability to supply buyers has de- 
clined to quote on these oils until 
the trend of prices becomes more 
clearly defined. Prices for both 28- 
84 gas oil and 36-40 furnace oil re- 
main generally unchanged. 

Grade C Bunker oil in both Boston 
and New York markets remained gen- 
erally unchanged at $1.05 per barrel. 


French Engineers Elect Officers 

NEW YORK, Nov. 22.—The Paris 
group of the French Petroleum High 
School elected officers at a meeting 
Nov. 8 at the offices of the National 
des Combustibles Liquides in Paris. 

Jacques Ballet, Societe Ame Andre 
Fils, was made president; Lucien de 
Hulster, Ste de Hulster, Faibie et Cie, 
secretary and M. Chmelevsky, Com- 
pagnie Francaise des Petroles, treas- 
urer. 

The Paris group was founded to es- 
tablish relations with various activi- 
ties of the petroleum society and with 
other industrial and official organiza- 
tions. 





Gulf Coast Markets 











Part Cargo Inquiries Circulated 


Staff Special 
NEW YORK, Nov. 22 


ULK markets at the Gulf were 
- disturbed by rumors of complet- 

ed sales coupled with reports 
from sellers doubting their verity. 
However, out of the confusion there 
has come a workable structure of 
price quotations, which, in the ab- 
sence of any closed business, are sub- 
ject to revision or substantiation when 
sales are completed. 


Two inquiries for part cargoes came 
into the market last week from 
French buyers for January lifting. 
One was for approximately 23,000 
barrels of U. S. Motor gasoline and 
the other for approximately 15,000 
barrels of 64-66, 375 e.p. An inquiry 
for approximately 55,000 barrels, 375 
end point gasoline was also reported 
for February lifting. 


One completed sale of a part cargo 
comprising approximately 15,000 bar- 
rels of 64-66, 375 end point was re- 
ported early in the week by the seller. 
The price was 7 cents, f.o.b. Houston. 
The seller reported further that it 
was difficult to supply this material 
at the 7-cent figure. 


Gas oil for export was reported in 
good demand at lower prices. Quo- 
tations offered for this material are 
generally 3.125 cents although a car- 
go was sold last week for 3 cents, 
f.o.b. the Gulf. 


Gasoline and kerosine in cases were 
offered at lower prices last week. The 
new prices are: U. S. Motor $1.60, 
64-66, 375 end point $1.70 to $1.72, 
water white kerosine $1.40, prime 
white $1.30. 

Prices for heavy oils remained gen- 
erally unchanged with Bunker C still 
quoted by the majority of sellers at 
$0.65 to $0.75 per barrel. There have 
been rumors of a cargo being sold at 


$0.61 but confirmation was lacking. 
Venezuela Crude 

The market for Venezuela crude 

remained unchanged. Sellers’ ideas 


of prices generally ranged from $0.70 
to $0.75 per barrel, f.o.b. deepwater 
in the Lake Maracaibo region. No 
Inquiries were reported for this oil. 


Panuco Crude 

Mexican heavy oils also were quiet 
but in some quarters it was indicated 
that prices had. advanced slightly. 
Several traders doubted if a cargo of 
Panuco crude could be bought for less 
than $0.57 a barrel. This compares 
with a last paid price of $0.51. 


Gulf Lubes Unsettled 
HOUSTON, Nov. 22.—Gulf Coastal 
markets for pale and red lubricants 
continued unsettled within the price 
ranges recently prevailing. The vol- 
ume of business is reported somewhat 
improved, tending to stabilize quota- 
tions within the fairly wide price 

ranges of the last few weeks. 
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Wax Markets 





Spanish Monopoly in Market 


NEW YORK, Nov. 22.—An inquiry 
for 3000 tons of 125-127 A.m.p. fully 
refined wax fostered by the Spanish 
Monopoly was receiving the attention 
of sellers as the week ended. This 
order is to be delivered over the 
months of December, January and 
February. According to the reports 
from well informed marketers, the 
price will be somewhere around 3.25 
cents per pound. 


Before the appearance of the busi- 
ness which has recently come into 
the market, sellers invariably report- 
ed that wax stocks were in such 
shape as to supply buyers at prices 
which have largely stood unchanged 
for several months. However, an in- 
teresting change of tone was noted 
when several. sellers representing 
Pennsylvania refiners reported that 
the supply available in the New York 
market was not as voluminous as 
they had thought. The price for 125- 
127 A.m.p. has firmed up to 3.25 
cents from 3.125 cents according to 
a majority of the sellers. 


In line with this news was the re- 
port that a seller who has been dis- 
playing a bearish attitude in the past 
has during the last few days found 
it difficult to cover his commitments. 


Generally speaking, the = slight 
price concessions made by New Or- 
leans sellers a week for several grades 
of refined wax has attracted foreign 
buyers into a market where the sup- 
ply has been lower than anticipated. 

Prices for 123-125 and 125-127 
A.m.p. fully refined was up an 0.125- 
cent at New Orleans. Yellow scale 
wax was also an 0.125-cent higher. 

In New York, 125-127 A.m.p. was 
likewise up a similar fraction. Prices 
for other grades remained generally 
unchanged. 


Joplin Refining Acquires 
Wilhoit Plant 


JOPLIN, Mo.—Joplin Refining Co. 
took over the refinery here of the Wil- 
hoit Refining Co. recently. This skim- 
ming plant has a daily crude capacity 
of 1500 barrels and is equipped with 
the Jenkins cracking process, with 
daily cracking capacity of 1200 bar- 
rels, 

C. S. Banks, who was general man- 
ager and refinery superintendent for 
the Wilhoit company, is in the same 
Capacity with the Joplin company. 
Ba. Basinger is president; W. F. 
Maher, secretary and treasurer; and 
George Ogden, sales manager. 
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Extra Profits 


for the 
Oil Jobber! 


UNDREDS of jobbers throughout the country 
are marketing Freedom refined motor oil under 
their own brand name. In each case they’re pocketing 


extra profits because of repeat sales and fatter margins. 


The demand for 100° Pennsylvania motor oil is 
becoming stronger each year. Scientific data plus the 
testimony of motor experts are making it increasingly 
difficult to sell the motorist anything else. 


We'll make up any grade of motor oil (Sharples 
Process) according to your own specifications. Or we’ll 
gladly recommend oil of specifications that have been 


thoroughly tested by this half-century-old refinery. 


Whether your requirements call for tank cars, com- 
partment tank cars or drums, we'll fill 
your order with equal dispatch. Mean- 





while, ask us for prices. 


Permit No 31 


THE FREEDOM OIL WORKS CO. 


FREEDOM, PA. 
Refineries at FREEDOM and CORAOPOLIS, PA. 


Also available for 
immediate shipment 


140/150 Viscosity Sharples Bright Stock 
85/90 Viscosity Sharples Bright Stock 
100% Pennsylvania Neutrals 

600 Steam Refined 

650 Steam Refined 

600 Flash Steam Refined 

630 Flash Steam Refined 

Freedom Filtered Kerosene Oil 
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Complete Seaboard Market 


(Export Markets for whole year given in OIL PRICE HANDBOOK. Each volume carries refinery, 
tank wagon, crude and export markets—complete for the whole year) 





Eastern Domestic Market 


(Prices for tank car lots, f. o. b. refinery or seaboard terminal, 
representing majority of sales and quotations. Prices shown 
below do not include inspection tax levied in some states.) 





Prices Prices Prices 
U. S. MOTOR GASOLINE Nov. 24 Nov. 17 Nov. 10 
New York harbor....... 6.50 — 7.00 6.75 — 7.25 6.75 -— 7.25 
Portland district........ **8 25 *8.25 — 8.50 *8.25 -— 8.75 
Boston district.......... **7 75 *7.75 — 8.00 *8.00 -— 8.25 
Providence district...... *7.875— 8.25 *7.875— 8.25 *8.00 -— 8.25 
Philadelphia district..... 6.75 — 7.00 6.75 — 7.25 7.00 -— 7.50 
Baltimore district....... 6.75 — 7.00 7.00 — 7.50 7.00 -— 7.50 
Norfolk district......... 7.00 — 7.25 7.50 7.50 — 7.75 
Charleston district....... 7.00 7.50 7.50 =~ 7.75 
Savannah district........ 7.00 7.00 -— 7.50 7.00 - 7.50 
Jacksonville district...... 7,.00 7.00 - 7.50 7.00 — 7.50 
CALIFORNIA, U. S. MOTOR GASOLINE 
New York harbor....... 7.50 8.00 +8.00 
Philadelphia district..... 7.50 7.625— 7.75 7.75 
Baltimore district..... 7.50 7.50 7.75 — 8.00 


IDOMESTIC AVIATION GASOLINE 


New York harbor....... 10.00 -12.00 10.00 -12.00 10.50 -12.00 
PREIIMER 5 5.0,5:5.50i0 s:0'00 10.00 —12.00 10.00 -12.00 10.50 -12.00 
NS ST Oe 11.00 -13.00 11.00 -—13.00 11.00 -—13.00 
ers errs a 11.50 -13.00 11.50 -13.00 11.50 -13.00 


tPrices are based on U. S. Gov’t. specifications or better. Present Gov't. 
specifications require distillation range of 5% recovery at not more than 167°F. 
and not lees than 122°F.; 50% recovery at 221°; 90% at 311°; 96% at 347° 
end point 374°F. Gasoline of fighting grade specifications in some instances 
sells at a premium over domestic aviation grade. Prices represent majority of 
quotations. 


WATER WHITE KEROSINE 


New York harbor....... 6.00 — 6.25 6.25 -— 6.75 6.25 -— 6.75 
Philadelphia district. .... 6.00 - 6.25 6.25 6.25 
Baltimore district....... 6.50 6.50 — 6.75 6.50 -— 6.75 
GAS OIL: 28-34 Gravity 

New York harbor....... 4.50 -— 4.75 4.50 -— 4.75 4.50 — 4.75 
Boston Gistrict.... 0006 4.50 - 4.75 4.50 - 4.75 4.50 — 4.75 


FURNACE OIL: 36-40 Gravity 

New York harbor....... 5.50 — 6.00 5.50 — 6.00 5.50 — 6.00 
Boston district.......... 5.50 — 6.00 5.50 - 6.00 5.50 — 6.00 
GRADE C BUNKER OIL (Lighterage 5c per bbl. additional) 


New York harbor....... $1.05 $1.05 $1.05 

Boston district.......... $1.05 $1.00 -$1.05 $1.00 -$1.05 

DIESEL OIL 

New York harbor....... $2.00 $2.00 -$2.10 $2.00 -$2.10 
tNominal. *Delivered prices. **Minimum delivered price. 


New York Export Market 


(Lubricating oils are per gal. in bbls. F.a.s. New York) 


Nov. 24 Nov. 17 Nov. 10 
CYLINDER OILS (Pennsylvania Products) 
Bright stock, No. 8 color 27.50 -29.50 27.50 -—29.50 28.00 -30.00 
Bright stock, No. 6% 
color diluted.......... 26.00 -28.00 26.00 ~—28.00 26.00 -28.00 
600 D filtered........... 24.00 -—28.00 24.00 -—28.00 24.00 -28.00 
600 Warren E. filtered... 22.00 -—25.00 22.00 -—25.00 22.00 -25.00 


600 stm. refd. unfiltered... 17.00 -18.00 17.00 -18.00 17.00 -18.00 
650 stm. refd. unfiltered.. 20.00 -—22.00 20.00 -—22.00 20.75 -22.00 
600 flash, steam refined... 23.00 -—25.00 23.00 -—25.00 23.00 -—25.00 
630 flash, steam refined... 31.00 -—33.00 31.00 -—33.00 31.00 -33.00 
RED PARAFFIN OILS (Vis. 100°) 


300 vis. No. 6% color.... 17.00 -19.00 17.00 -19.00 17.00 -19.00 


250 vis. No. 6 color...... 16.50 -17.50 16.50 -17.50 16.50 -17.50 
200 vis. No. 6 color...... 16.25 -17.00 16.25 -17.00 16.25 -17.00 
PALE PARAFFIN OILS (Vis. 100°) 


230 vis. No. 3% color.... 
180 vis. No. 3% color.... 1 
100 vis. No. 2% color.... 1 
MOTOR OILS (Vis. 100°) 
600 vis. No. 7 color...... 
500 vis. No. 6% color.... 
400 vis. No. 7% color.... 
300 vis. No. 6 color...... 
200 vis. No. 6 color...... 


21.50 21.50 21.50 
7.00 -18.00 17.00 -18.00 17.00 -18.00 
2.50 -15.00 12.50 —15.00 12.50 -15.00 


30.00 -—32.00 30.00 -—32.00 30.00 -32.00 
27.50 —30.00 27.50 -30.00 27.50 -—30.00 
26.00 -—29.00 26.00 -29.00 26.00 -29.00 
22.00 —26.00 22.00 -26.00 22.00 -26.00 
21.00 —23.50 21.00 -—23.50 21.00 -—23.50 


Wax Market 


(Prices in cents per pound, A.S.T.M. tests except melting points which 
are American. F.a.s. carload lots) 
N 2 ‘ 


NEW YORK ov. 24 Nov. 17 Nov. 10 
124-126 Yellow crude scale 2.25 = 2.375 2.25 — 2.375 2:195~. 2.95 
122-124 White crude scale 2.25 -— 2.375 2.25 — 2.375 2.25 -— 2.375 
124-126 White crude scale 2.25 -— 2.375 2.25 — 2.375 2.25 — 2.375 
123-125 Fully refined..... 3.125- 3.25 3.125- 3.25 2 395 
125-127 Fully refined..... 3.25 — 3.375 3.125— 3.25 3.125- 3.25 
128-130 Fully refined..... 3.50 — 3.625 3.50 — 3.625 3.50 — 3.625 
130-132 Fully refined..... 3.625— 3.875 3.625— 3.875 3.625— 3.875 
133-135 Fully refined..... 4.25 — 4.375 4.25 — 4.375 4.25 — 4.375 
135-137 Fully refined.,... 4.50 — 4.625 4.50 — 4.625 4.625 
NEW ORLEANS 

124-126 Yellow crude scale 2.25 2.125— 2.25 2.125- 2.25 
122-124 White crude scale 2.25 — 2.375 2.25 — 2.375 2.25 -— 2.375 
124-126 White crude scale 2.25 — 2.375 2.25 — 2.375 2.25 -— 2.375 
123-125 Fully refined..... 3.125- 3.25 3.00 — 3.125 3.00 — 3.125 
125-127 Fully refined..... 3.125- 3.25 3.00 — 3.25 3.00 - 3.25 
128-130 Fully refined..... 3.25 — 3.375 3.25 -— 3.375 3.375-— 3.50 
130-132 Fully refined..... 3.625— 3.75 3.625- 3.75 3.625- 3.75 
133-135 Fully refined 4.25 -— 4.375 4.25 — 4.375 4.25 - 4.37 





Gulf Coast Bulk Market 


(Prices are f. o. b. Gulf oil terminals representing opinions of majority 

of sellers, unless specified to the contrary, covering bulk shipments of 

20,000 barrels or more, for export and / or coastwise shipment unless 
otherwise noted). 


Prices Prices Prices 

GASOLINE Nov. 24 Nov. 17 Nov. 10 
RS er 5.75 — 6.00 5.75 — 6.00 6.50 
60-62, 400 e.p........... 6.25 6.25 7.00 
6-65. 590 6.8... cccccene 6.50 6.50 7.25 
Sa ae A Se 6.625- 6.875 6.625— 6.875 7.50 
U. S. Motor, cases (car- 

en EE OE a Re $1.60 $1.60 $1.75 
64-66, cases (cargoes).... $1.70 -$1.72 $1.70 $1.85 
KEROSINE 
44 water white.......... 5.50 5.50 $75 
41-43 prime white....... 4.50 4.50 4.75 
Water white, cases (car- 

ee SEE eee $1.40 $1.40 $1.45 
Prime white, cases (car- 

Pe eer anne $1.30 $1.30 $1.35 
GAS & BUNKER OILS 
*26-30 translucent gas oil 3.125- 3.25 3.50 3.50 -— 3.75 
*30 plus translucent gas oil 3.375— 3.50 3.50 hy 
Grade C bunker oil, for 

ships’ bunkers, per bbl. $0.90 $0.90 $0.90 -$1.00 
Grade C bunker oil, per 

bbl. in cargoes........ $0.65 —$0.75 $0.65 -$0.75 $0.65 -$0.75 
Grade C bunker oil, per 

bbl., cargoes, for ship- 

ment to Gulf ports.... $0.85 $0.85 $0.85 


*Less than 4% of 1% sulphur. 


MEXICAN CRUDE AND BUNKER OILS (f. o. b. Steamer, Tampico) 
Heavy Panuco crude taxes 


to be paid, per bbl..... $0.55 -$0.60 $0.55 -$0.60 $ 0.55 -$0.60 
Grade C bunker oil for 

bunkering, taxes paid, 

a Re arr $1.00 $1.00 $1.00 


SOUTH TEXAS LUBRICATING OILS (Viscosity at 100°F. cold test 0 
Tanker, f. o. b. Houston) 


100 vis. No. 2 unfiltered 
COLE ee 5.50 — 5.75 5.50 — 5.75 -50 -— 5.75 
200 vis. No. 3 unfiltered 
~ LAME KA. 6.clata teal 7.625— 8.25 7.625— 8.25 7.625— 8.25 
300 vis. No. 3 unfiltered 
pole Savalas Ricgbicmial petites se 8.75 -— 9.50 8.75 - 9.50 8.75 — 9.50 
500 vis. No. 34% unfiltered 
ye Bh ee aorea aves are ae 9.50 -10.50 9.50 -10.50 9.50 -10.50 
750 vis. No. 4 unfiltered 
oP ra 12.00 -12.75 12.00 -12.75 12.00 -12.75 
1200 vis. No. 4 unfiltered 
OURS ici wowawnan ce 14.00 —16.00 14.00 -16.00 14.00 -16.00 
200 vis. No. 5-6 red oil... 6.75 — 7.50 6.75 - 7.50 6.75 - 7.50 
300 vis. No. 5-6 red oil.. 8.00 — 8.50 8.00 — 8.50 8.00 -— 8.50 
500 vis. No. 5-6 red oil.. 9.00 — 9.375 9.00 — 9.375 9.00 — 9.375 
750 vis. No. 5-6 red oil.. 10.50 -11.50 10.50 -11.50 10.50 -11.50 
1200 vis. No. 5-6 red oil.. 13.50 -15.00 13.50 -15.00 13.50 -15.00 


Pacific Export Market 


(Quotations are at seaboard, Los Angeles, in cargo lots, cents 
per gallon, except where otherwise noted.) 


Nov. 24 Nov. 17 Nov. 10 
Gasoline, U. §S. Motor, 

SI=9 9 CAEOVIOR es :b:6:0:0 00% 6.50 - 7.50 6.50 — 7.50 6.50 - 7.50 
Gasoline, U. S. Motor- 

blends and special cuts 7.00 — 8.25 7.00 — 8.25 7.00 - 8.25 
Gasoline, 400 e.p. blend. 8.25 — 9.25 8.25 -— 9.25 8.25 — 9.25 
Gas Oil, 30-34 per bbl.... $0.87 -$1.05 $0.87 -$1.05 $0.87 -$1.05 
Diesel Oil, 27 plus, per bbl. $0.85 —$1.05 $0.85 -$1.05 $0.85 -$1.05 
Bunker oil, 14-18 per bbl. $0.64 —$0.85 $0.64 -$0.85 $0.64 -—$0.85 
Fuel oil, 14-18 per bbl.... $0.60 -$0.85 $0.60 -$0.85 $0.60 -$0.85 
Kerosine, 38-40 w.w., 125- 

150 flash, per gal...... 5.00 — 6.00 5.00 - 6.00 5.00 — 6.00 
Cased Goods : 
Gasoline, U. S. Motor... $1.75 -$1.85 $1.75 -$1.85 $1.75 -$1.85 
Gasoline, 400 e.p. blend.. $1.85 -$2.00 $1.85 -$2.00 $1.85 -$2.00 
Kerosine, 38-40 w.w., 125- 

gerne $1.45 -$1.50 $1.45 -$1.50 $1.45 -$1.50 


Tanker Rates 


(Approximate tanker freight rates to Continental ports, in shillings 
per ton of 2240 pounds, British sterling; to American ports, cents perf 
barrel.) Nov. 24 


Crude &/or Refined Oil 
Fuel 


&/or Spirits 
Calif. to U. K. or Continental ports*.......... 18 
Gulf to U. K. or Continental ports*........... 11 t10 


North Atlantic to U. K. or Continental ports*.. 9/6 8/6 
Calif. to North Atlantic ports (not E. of N. Y.) $0.50 $0. 45-$0.50 
Gulf to North Atlantic ports (not E. of N. Y.)** 14-16 14-18 


*Continental ports in the range between Bordeaux and Hamburg, botb 
inclusive. **Venezuela loading same rate, for Tampico 2c to 3c per bbl. 
additional. tTo ports discharged. 
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OIL» MORE AUTOCARS 


As the demand for petroleum products increases, 
the question of how to distribute those products economically to 
retail outlets grows in intensity and importance. » » » 


MORE GASOLINE - MORE 
| 


The leaders in the oil industry are answering the question with 
precision-built Autocars. Some are using the fast Dispatch models 
with conservative tank capacities for making many quick trips a day. 
Others prefer the giant Autocar tractors, pulling trailer trains of 
more than four thousand gallons on long routes. In either 
case, Autocars are dependable, durable, economical workers. 


Powered with the great Autocar Blue Streak 6-cylinder engine, 
these modern motor trucks welcome the careful scrutiny of com- 
parative tests on any basis. Point for point, their precision- 
built superiority stands out as clearly as that of the leaders 
who own them. » » » For economy's sake, buy Autocars. 





tank and is provided with the smart and comfortable Autocar de Luxe Coupe-type Cab. 








The American Oil Company of Philadelphia are using Autocar trucks for dependable, 
economical retail delivery. The model illustrated carries a 4-compartment, 1017-gallon 





-AUTOCAR TRUCKS 


AUTOCAR COMPANY, ARDMORE, 











Tank Wagon, Service Station Markets for Gasoline and Kerosine 
(OIL PRICE HANDBOOK has t.w. and s.s. markets for a whole year, arranged for quick reference) 





These Prices in Effect Nov. 24, 1930, as Posted by Principal Marketing Companies 


S.0. NEW JERSEY TERRITORY 


Gasoline Oil 
Total 

TW Tax TH. 8S. TW. 
Atlantic City, N. J....11.5 2 13.5 15.5 11.5 
Newark, BL. J...0..09% m.5 2 42.5 06.5 7.5 

ee ee 12 4 16 17 11 
Baltimore, Md.......11.2 4 15.2 16.2 9.5 

Cumberland, Md..... 13 4 17 18 12 
Washington, D. C.....11.7 2 13.7 14.7 10.7 
Danville, Va......... 12.8 5 17.8 18.8 11.8 

SS AS Re 13,3 5 16.3 17.3 10 
Richmond, Va........ 4.7 5 6.7 27.7 10.7 

Roanoke, Va......... 13 5 18 18 12 
Petersburg, Va....... 2.3 S$ 17.3 83.3 84.3 
Charleston, W. Va....12.5 4 6.5 37.5 31.3 
meen, We VA.s.-0 13.1 4 7.2 Wa iu 
Parkersburg, W. Va...11.2 4 15.2 16.2 10.2 
Wheeling, W. Va..... 12.4 4 16.4 17.4 11.4 
Realtek, NM. Cuscscscrkeee § 6.2 39.2 12.2 
6 ee, eee 2:3 5 8.2 395 t2.0 
Hickory, N. C........ 13.6 5 18.6 19.6 12.6 
Bee, Dire, N.C... ..25088ed 5 U.S FP. . 12.5 
Salisbury, N. C....... i.> 5 £88.5 29:5 3.5 
Charleston, S. C...... ns 6 17.3°36.3 3 
Columbia, 5. C.........- 3.2 6  FO.2, 30.2. 52.2 
Note: 2c per gallon discount off retail t.w. 
rice of gasoline to dealers only thru S. O. 
Rew Jersey territory, except Washington, D. C. 


where discount is 3c. 


CONTINENTAL OIL 


Denver, Colo......... 12. 4 16 19 13.5 
Pineble, GO... 62500 13. 4 17 20 13.5 
Grand Junc., Colo....14 4 18 21 17 
Casper, Wyo. ...ce0e 13 4 17 20 12 
Cheyenne, Wyo...... 14 4 18 21 13.5 
Butte, Mont..........14 5 19 22 18 
Helena, Mont........ 17.5 5 22.5 22.5 18 
Salt Lake City, Utah. .16.5 34% 20 23 17 
Mh, BAG. .o.sK00500 18.5 5 23.5 19 
Twin Falls, Ida....... 18.5 5 23.5 19 
Albuquerque, N. M....11 5 16 18 _ 15 
S. O. CALIFORNIA 
Phoenix, Ariz......... 4 22.5 19.5 20 
Los Angeles, Cal...... 3 20.5 22.5 15.5 
ee er 3 21 23 17 
San Francisco, Cal..... 3 21 23 5.5 
ROOO, PUCV. 0c cc cccens 4 26 28 19 
Portland, Ore........ 4 20.5 24.5 16.5 
Seattle, Wash........ 3 20 23.5 16.5 
kane, Wash....... 3 22 n7.9 20.5 
acoma, Wash....... 3 18.5 23.5 16.5 


Note: 6c per gal. discount to dealers off posted 
wholesale price of gasoline to customers taking 
tank truck delivery, thru S. O. California terri- 
tory except Ic discount at Phoenix to dealers 
only. This discount determines net t.w. price. 


S.0O. LOUISIANA 

Gasoline Oil 

Posted Total Posted 

Retail Posted Retail 

T.W. Tax T.W. S.S. T.W. 
Little Rock, Ark...... 10 5 15 16 12 
Alexandria, La.......10.5 ©5 15.$ 16.5 13 
Baton Rouge, La..... 10.5 4 44.5 145.5 913 
New Orleans, La...... 8.5 * 15.5 16.5 72 
Lake Charles, La.....10.5 *5 15.5 16.5 713 
Shreveport, La....... 10.5 14.5 15.5 413 
Lafayette, La........4055 “3 5.5 16.5 F13 
Bristol, Tenn......... 14 5 19 20 14 
Chattanooga, Tenn...12.5 5 17.5 18.5 13 
Knoxville, Tenn...... 13 5 18 19 15 
Nashville, Tenn...... 12 5 17 18 15 

Memphis, Tenn...... 1] 5 16 17 12.5 


Note: Discounts in S. O. La. territory: T 
dealers and commercial consumers from the 
tankwagon, 2c per gal. off posted retail t.w. 
price; to consumers at service stations when 
cash is paid for purchases at time of delivery, 
lc per gal. off posted retail s.s. price. 

®Lake Charles, Alexandria, New Orleans and 
Lafayette gasoline tax includes 4c state tax and Ic 
parish tax. New Orleans kerosine price includes Ic 
parish tax in addition to lc state tax. 

tKerosine price in Louisiana includes lc state tax. 


S. O. KENTUCKY 


Gasoline Oil 
Total 
T.W. Tax T.W. S.S. T.W. 
eS Se = ree 13. = 5 18 20 15 
Catlettsburg, Ky..... as. 5 18 20 15 
Lexington, Ky...... uae. |S 17 18 14.5 
Louisville, Ky........ ag 6S 16 18 12 





Latest Changes in Tank 
Wagon Prices 


Gasoline 

S. O. New Jersey—T. w. only 
cut le thru New Jersey, Nov. 21. 

S. O. Pennsylvania—Aviation 
gasoline cut 1c, Philadelphia, to 
21c, Nov. 6. 

Aviation gasoline cut 1c, Pitts- 
burgh and Altoona, to 21c, Nov. 
20. 

S. O. Kentucky—S. s. only cut 
le, Clarksdale, to 19c, t. w. re- 
maining unchanged at 18c, Nov. 
14. 

Ss. O. Indiana — Correction: 
South Bend s. s. cut 3.4¢ to 17c, 
Sept. 18; t. w. cut 3.4¢c to 16c, 
Sept. 23; t. w. and s. s. both up 
1.4¢c to 17.4c and 18.4¢c, Oct. 3.. 
None of these changes had been 
reported in this table previously. 
South Bend was unchanged in the 
general 2c cut on Sept. 29. 


S. O. Ohio—T. w. cut 2¢, 8s. 8. 
3e, Lucas county, both to 16ce, 
Nov. 22. 

Continental Oil—2c discount to 
dealers off t. w. price, aviation 
gasoline, Albuquerque, eliminated 
Sept. 1, and 2c discount off s. s. 
price put into effect that date. 


Kerosine 


Atlantic Refining—Correction: 
Erie t. w. price of kerosine has 
been 12c since Oct. 1, when it was 
cut le, instead of llc, as pub- 
lished in Nov. 12 and 19 issues. 











T.W. Tax T.W. S.S. T.W. 
Covington, Ky....... 13 «5 18 20 14.5 
Clarksdale, Miss...... 13. = S 18 19 12.5 
Gulfport, Miss.tf..... ae. 18 18 13 
Jackson, Miss..... soe 3 15 17 13 
Natchez, Miss........ 3 65 18 20 13 
Vicksburg, Miss...... 13 5 18 20 13 
Birmingham. Ala.ff...14 4 18 20 14.5 
Mobile, Als.t........ is 6¢ 17 19 oR 
Montgomery, Ala.*...14 4 18 20 15 
Arlente, Ges 0 occ ccacs 14 6 20 a2 0 483..5 
Anaasts, Ga. .o0 0050 14 6 20 ae06|6 755 
ey Pres 14 6 20 az 0 435 
Savannah, Ga........ 12 6 18 20 = 14 
Jacksonville, Fla...... 11 6 17 19 14 
MG. TAR. 6 66600668 13 6 19 21 14 
rc.) eee 12 6 18 20 13 
Pensacola, Fla.**..... 14 6 20 21 13.5 


Note: Net price of gasoline to dealers is 2c 
under posted t.w. price thru S. O. Kentucky 
territory. 

*Local privilege tax of 1 cent on gasoline and % 
cent on kerosine at Montgomery included. 

tGeorgia kerosine prices include lc state tax. 

**Both tank wagon prices include lc city tax at 
Pensacola which went into effect Oct. 15, 1926. 

ttBoth tank wagon prices at Gulfport include 
Harrison county privilege tax of 2c. 

{Mobile gasoline prices include le city tax. 

ttBirmingham gasoline prices include Ic city tax. 


S.O. NEBRASKA 
Gasoline Oil 
Total 

T.W. Tax T.W. S.S. T.W. 

Omaha, Neb......... 13.25 4 17.25 18.25 11.25 
Ie 14.75 4 18.75 20.75 12.75 
eee 13.25 4 i725 37.25 Uh.78 
North Platte........ 14.75 4 18.75 20.75 12.50 
SCOCHOIGEE . «iccccecs 14.75 4 18.75 20.75 12.25 


Note: Discounts: Ic per gal. off tank wagon 
price of gasoline for 1,000 gallon dumps per 
month to consumers taking tank wagon deliv- 
ery only. 


S. O. INDIANA 










Oe Ne | re 13 3 16 17 11 
Decatur, Ill..... ..13.4 3 16.4 16 11 
E. St. Louis, IIl.. caeet 3 Voor Tet 362 
eS | | ae cokest $ T6484 F724 21 
ge | we, 5 2 14 11 
Quincey, Ti... «...05 schace «8S 362 37:2 16:6 
Indianapolis, Ind.....12.9 4 16.9 17.9 12.1 
Evansville, Ind.......13.1 4 17.1 18.1 11.9 
South Bend, Ind......13.4 4 17.4 18.4 12.2 
Detroit, Mich........ BS 3 16.8 2.5 3.7 
Grand Rapids, Mich..12.7 3 15.7 16.7 12.6 
Saginaw, Mich....... i3.9 3 36.9 43 17.8 
Green Bay, Wisc..... 13.6 2 15.6 36.6 11.4 
ecuen, Wiles ..c.cskasd 2 35.5 13.3 11.1 
Milwaukee, Wisc.....13.1 2 15.1 15 10.9 
Ea Crocs, Wiee....008sa 2 16.2 87.2 
Minneapolis, Minn....14 > if 17 1.9 
wluth, Minn... 4.5 3 7.5 27.5 ¥5.9 
Mankato, Minn...... 11 3 14 14 Phe? 
Des Moines, Ia....... tance )6|O SESS EL ERS 
Davenport, Ia........ 3.5 3 16:5 6.5 1.3 
DOU CY, As cccessckaek 8S 36:1 TES 30:9 
Mason City, Ia....... Se ee 
St. Louis, Mo.......#10.9 2 12.9 13.9 10.3 
Kansas City, Mo....12.9 2 14.9 14.9 9.6 
St. Joseph, Mo...... Toss 2 15.5 HS A 
CO:  : ee 3.9 3 18:9 BS 33.9 
Grand Forks, N. D....16.2 3 19.2 20.2 14.2 
SS ee ea 5.9 3 18.9 9.9 13.9 
Se 3 : ne 14 4 18 19 12.4 
FIUtON, Ge Dhsviscccccc c5 6S 61S 6S (ET 
Wichita, Kans........ M.S 3 8 16 §.8 
Bartlesville, Okla..... eo 6S. 1555. 9.5 


S. O. Indiana’s quantity contract price schedule 
thru territory (except in Chicago, which see below) 
on tank truck deliveries of gasoline, figured from 
the service station price is 3c for gal. or 
more a month; and 4}4c for 75,000 gals. or more 
a month. 

In Chicago and vicinity, these discounts apply: 
Over 500 gals. per month, 4c per gal. off service sta- 
tion price; over 1,000 gals. per month, Sc per gal. off 
service station price. 

*Includes city tax of Mc. 

tIncludes city tax of lc. 


S. O. OHIO 
Ohio statewide....... 14 4 18 19 15 
Preble County.. aa * 18 18 15 
Lucas County... 12 16 





eae 4 16 15 
Butler County........ ) 15 15 15 


Note: Discount on gasoline to dealers and com- 
mercial consumers generally thru Ohio is 2c per gal. 
off above t.w. _— In counties where prices are 
below statewide schedule, discount is 3c per gal. 
off t.w. price. 


Discount on kerosine to dealers and commercial 
consumers is 3c per gal. off t.w. price thru Ohio. 


MAGNOLIA PETROLEUM 






Gasoline Oil 
otal 
T.W. Tax T.W. S.S. T.W. 
Muskogee, Okla...... ll 4 15 18 

Oklahoma City.......9 4 13 16 10 
Fees, ONS... ... 00 10 4 14 18 10 
Fort Smith, Ark.t....10.5 4 4.5 15.5 2 
Little Rock, Ark...... s 5 13 14 12 
Texarkana, Ark.® i 6 17 17 12 
Oe SS ae -10 4 14 17 11 
Fort Worth, Tex.. .10 4 14 17 10 
Houston, Tex.... a, @ 15 19 i 
San Antonio, Tex..... 9 4 13 17 11 
se 12 4 16 20 13 


*Within city of Texarkana, the state tax on gaso- 
line is 4c per gal. conforming with the Texas state tax. 
In this district outside of the city the 5c Arkansas 
tax applies. 

TWithin city of Fort Smith, Oklahoma tax of 4c 
applies. In this district outside of the city, the 5c 
Arkansas tax applies. 


Above prices include these inspection fees on both gasoline and kerosine, per gallon: Alabama, 1/40c on gasoline, 1/2c kerosine; Arkansas, 1/20c on both 


Florida, 1/8c¢ on both; Illinois, 3/100c on both; I 


ndiana, 4/25¢ to 1/2¢ on both; 


Kansas, 3/50c on b 


oth; Louisiana, 1/32c¢ on gasoline; Minnesota, 3/50c on 


both; Missouri, 3/10c to 1/2c on both; Nebraska, 3/100c on both; North Carolina, 1/4c on both; North Dakota, 1/20c on both; Oklahoma, 4/25c on both; South 
Carolina, 1/8c on both; South Dakota, 1/10c on both; Tennessee, 2/5c on gasoline and 1/2c to 4/5¢ on kerosine; Wisconsin, 3/50c on both. 






Kerosine inspection fees only, per gallon; Iowa 7/100c; Michigan 1/Sc to 4/Sc¢ per gal. 


NATIONAL PETROLEUM NEWS 
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Tank Wagon, Service Station Markets for Gasoline and Kerosine 


These Prices in Effect Nov. 24, 1930, as Posted by Principal Marketing Companies 





S. 0. NEW YORK 


Gasoline Oil 


Total 
T.W. Tax T.W._ S.S. T.W. 

Greater New York City: 

Boroughs of Manhat- 

tan, Bronx, Queens & 

MN 3/5 cada $40 <a 12.3 2 14.3 16.3 10 

Borough of Rich- 

eS CES geedcdeee a Sa:2 327 BF 
POS») eae 13.6 2 15.6 17.6 12.6 
Bafalo, Ni Vevc cesses 12.8 2 14.8 16.8 9 
Rochester, N. Y...... * ee 15 17 9 
Syracuse, N. Y....... 15.8 2 17.8 19.8 12.8 
Boston, Mass........12.5 2 14.5 16.5 10 
Augusta, Me......... 15.8 4 19.8 21.8 12.8 
Manchester, N. H..... 15.4 4 19.4 21.4 10 
Burlington, bi OR 4 ae.3 @a.a 3.3 
New Haven, Conn....15.6 2 as 19.6 12.6 
Providence, R. I...... 10.7 2 32.7 34.7 16 


Note: S. O. New York allows 3c off t.w. price to 
dealers in New York City, and 2c off t.w. price thru 
rest of territory. 


ATLANTIC REFINING 


Pittsburgh, Pa....... “4 «C8 14 19 12 
Philadelphia, Pa...... 14 . 14 19 12 
Allentown, Pa........ 14 * 14 19 12 
ES errr 14 * 14 18 12 
Gerantes,. Pass. <csies 14 * 14 19 12 
pon eg San 14 * 14 19 12 
Dawley Delis wenae cee 14 3 17 19 12 
Wilmington, Del...... 14 3 17 19 12 
Boston, Mass......... 12.5 2 14.5 16.5 10 
Springfield, Mass.....15.5 2 17.5 19.5 10 
Worcester, Mass...... BS. 2 17.3 19.3 36 
Fall River, Mass...... 12.3 2 14.3 35.3. 30 
Providence, R. I...... 10.7 2 12.7 14.7 16 
Hartford, Ciicess6 ss cs 4 Reus one 
New Haven, Conn....15.6 2 17.6 19.6 10 
Atlantic City, N. J....12.5 2 4.5 35.5 34.5 
Camaee, Ni Koccccccs 11.6 2 13.6 14.6 10.6 
Trenton, N. Sicssscka & 14 15 11 
Annapolis, Md....... 12 4 16 17 11 
Baltimore, Md....... 11.2 4 35.2 16.2 3:2 
Hagerstown, Md......12.7 4 We.e kz.c Eat 
Richmond, Va........ i.e So 16.7 7.7 10.7 
Wilmington, N. C.....11.4 5 16.4 17.4 12.4 
Brunswick, Ga....... 14 6 20 22 «+415 
Jacksonville, Fla...... m6 19 19 14 


Note: 2c per gal. discount off t.w. price of 
gasoline on sales to dealers; discount to com- 
mercial accounts under contract for one year 
in accordance with Code of Ethics. Erie has 
dealer discount of 4c off t.w. price, effective 
May 28. 

*3-cent state tax is collected by retail dealer and 
paid by him directly to state. 

®*Georgia kerosine prices include lc state tax. 


Vv. M. & P. NAPHTHA 


(Changes ordinarily occur coincident with 
gasoline price changes) 
Oleum V.M.&P. Cleaner 
Sprits Naphtha Naphtha 





Cree 16.7 17 
RS to ccscacecuéd Z 18.9 20.7 
Kansas gh “ 7 17.4 19.2 
Milwaukee. . *19.9 %21.7 
Minneapolis. . $422.2 6924 
St. Louis. E78 18.9 
New York... 10 23 
err ere 19 23 


*Includes 2c state tax. fIncludes lc city tax. 
**Includes 3c state tax. 


Petroleum Spirits (Solvent) 
Tank Cars (F.o.b. refinery or seaboard terminal) 
eR errr 10.00 


Philadelphia district. .0..cccecccccece 10.00 
to errr errr rrr 10.50 
Tank Wagon or Steel Barrels 
INOW MOEN GIOW 6 vecccccccectccenses . 15-16 
SOME oo as be ochennsnccccebedeine 17-18 
NE. 6 0.55005 cacuceereteveewos 18 
MUMMEG Cec Seucu<icctasksccevexeue 16-18 
NON, ora devecea Sea seaasdeekews 17-18 
WI a va'c: cv acccdccscccbacenacaes 18-19 
MIR cc ccdccictccusstacvecceda 16-18 
DE icvciusceviaducetuaenceua 14-16 
PIII cnc oc aKavcecccevaeceane 16-17 
IE TE eT rere TC 17 


Note: 2c off above t.w. prices to large buyers 
in some instances. 


CANADA 


(Per Imperial Ga'lon, which is 1.2 American Gallons) 


ONTARIO a Oil 
ota 
TW. Tae t.w. 8S. Tew. 
RON ian os cee dnc 18.5 § <n 
i See 18.5 S 2.3 26 19.5 
NOS BOC .< 0s ésesic yi 5. tas 32 26 
Ft. Willa. 6 <s6050%- au.5 5§ 16.5 3% 21.5 
Border Cities, including 
i ere S § Wis % 18.5 


November 26, 1930 


T.W. Tax T.W. S.S. T.W. 


—e 
bo) eee 20 25 29 20.5 
SASKATCHEWAN 
ee ee 25 5 30 34 25 
ALBERTA 
EaGMOntoe. .. . 0ssescss +3 5 35 35 26.5 
GUMNIWS 6 6s cceawwans an.5.. > 4055 30 ye 
BRITISH COLUMBIA 
Vancouver. ......0ce. 23 5 28 32 24 
QUEBEC 
ee 9.5 S$ WS 2 20.5 
Quebec City... cence 20.5 § 2.5 21.5 
"PR8eG: RiWelGsccccccccdce 8 ae 21.5 
NEW eo 
Se PONE ivatccaseees 4 28 21 
ee 28 21 
Nowa’ SCOTIA 
(ee 9 24 28 21 
PRINCE EDWARD ISLAND 
Charlottetown........ 19 5 wa 28 21 


Note: In districts surrounding these points Ic 
additional is added to city price. 


Aviation Gasoline Prices | 


Following are tank wagon prices of 
aviation gasoline in principal marketing ter- 
ritories showing state and municipal taxes: 


S.O. NEW JERSEY 
Prices in oc Nov. * 1930 








Newark, N. J......... Ts . 17.4 
Baltimore, er 16.2 4 20.2 
Washington, D. C.f. .18.0 2 20.0 


New Jersey road tax of 2c does not apply on 
aviation gasoline, exemption being claimed at time 
of purchase. 

tPrice at Washington is on Stanavo Aviation gas- 
oline which sells at a 44c premium over “Standard” 
aviation gasoline. 


COLONIAL BEACON OIL CO. 
‘FeWe Tax ez 


New York City.......17.5 2 19.5 
je an 21 2 23 
Ss. O. ann 
Philadelphia, Pa...... 18 21 
Pittsburgh, Pa....... 18 3 21 
pe re 18 3 21 
S. O. OHIO 
ye ee ere 16 7 20 


Discounts given by S. O. Ohio: For airport delivery 
only; 2,000 gals. or over = month, per gal.; 6,000 
gals. or over per month, 2c; 12,000 gals. and over per 
month, 3c; 24,000 gals. and over per month, 4c. 








S. O. INDIANA 

ee ern 17 3 20 

Indianapolis, Ind By 4 Zhan 
Detroit, Mich...... 8 3 20.8 
Milwaukee, Wis......17.1 2 19.1 
Minneapolis, Minn....18.2 3 21.2 
St. Louis, Mo. ....... 16.4 2% 18.9 
Kansas City, Mo..... 16.9 3 19.9 
Fargo, N. D..... écabeee 3 44.9 
Huron, S. D.. Pers | 4 22.3 
Wichita, | ad giapeenatess 15.8 3 18.8 


In S. O. Indiana territory, buyer Pays state and 
city taxes on aviation gasoline, and if he can get a 
refund from the state, he does so. St. Louis tax of 
2c includes 4c city tax and Kansas City tax in- 
cludes lc city tax. 


S. O. LOUISIANA 


New Orleans, La...... 23 
Nashville, Tenn...... 20 : 25 
Memphis, Tenn...... 19 5 24 


2c per gal. discount off above t.w. prices to dealers 
and commercial consumers. 
Ss. O. ee ASA 
a Orere 20.25 
2c per gal, refund to ao 


CONTINENTAL OIL CO. 


a ae + 19 
eyenne, Wyo...... 17 4 21 
Helena, Mont........ a3:5 5 28.5 
Salt Lake City, Utah..19.5 3.5 23 
tAlbuquerque, N. M..15 5 20 


oe eee 21.5 5 26.5 

*lc per gal. discount to dealers at Denver. ¢2c per 
gal. commercial discount is given off s.s. price at 
Albuquerque; disoount off t.w. price eliminated Sept. 1 


S. O. CALIFORNIA 


PRHOGHIN Ali2... 0606s 4 21.5 
Los Angeles, Cal...... 16. : 3 19.5 
San Francisco, Cal....17 3 20 

ORRUINOW Sc cnc nccnas 4 25 

Portland, Ore. ...... 7.5 4 yi 
Seattle, Wash........ ‘2.5 3 20.5 
Spokane, Wash....... 21.5 3 24.5 


Note: 4c per gallon added to t.w. price, in S. O. 
California territory, to customers taking delivery 
direct into the fuel tank of planes. 
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WRITE OR WIRE 
} 4;-QUOTATIONS 
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GASOLINE 
VIA Added 


White Rose 


GASOLINE 


boa will make money 

if you handle these na- 

tionally advertised brands. 
~~ 

All grades of lubricating 

oils and greases. 


The National Refining Co. 


Cleveland, Ohio 
eee 


619 


Oil men are buying 
their insurance 
through us and 





saving money on it. 


If you are not one 
of these your over- 
head is larger than 
necessary. 


NATIONAL 
Petroleum Mutual 
Fire Insurance 
Company 
437 Chestnut Street 
Philadelphia, Pa. 
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To the Last Drop 


You can drain Hackney Seamless Steel Barrels from the bungs, foreign matter cannot seep in. 
virtually to the last drop. If you’re looking for a steel barrel that will 

That’s because of the patented raised openings, remain absolutely leakproof in spite of the hard 
which are brass brazed inte pockets pressed knocks received during shipment—that hasn’t a 
into the head. In addition to easier emptying, body seam to rust, spread or spring apart 
these raised openings provide —that has a brass brazed head 
many other advantages. chime with eight times the contact 

They are absolutely unbreak- Dhis is but area of a welded seam—and one 

1 alle ° f one of the compete hick will h 

able. Removal or tightening o lineof Hackney steel which will never rust—that can 
plugs is easier—without barked containers to better cut your shipping costs through 


knuckles. Filling is faster. And meet your shipping extra years of service—write for 
problems, shipping ” 

















even when the head is filled with hazards-— high costs complete information on Hackney 
water and the screw caps removed = Seamless Steel Barrels. 
PRESSED STEEL TANK COMPANY 
1141 Continental Bank Bldg........ Chicago 
1317 Vanderbilt Concourse Bldg. . New York City 
5719 Greenfield Ave. ....... Milwaukee, Wis. 
485 Roosevelt Building........ Los Angeles 


Lh; 


MILWAUKEE 
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Crude Oil Pr ices (in Effect Nov. 24, 1930) 


Crude prices for the whole year in OIL PRICE HANDBOOK published annually 





ogy FIELDS 
(Posted by Joseph Seep yan wg posmey) 
Bradford—Alleghany district (posted b Y, Ti 
Water Pipe Co., Ltd.) (Effective Nov.12, 1930). $2.15 
Penna. Grade Oil in National Transit Lines 


(Eiectewe Beew, 32, FSF). « ccccccecccccecs *1.85 
Penna. Grade Oil in Southwest Penna. Pipe 
Lines (Effective Nov. 12, 1930)............ 1.80 


Penna. Grade Oil in Eureka Pipe Lines 
(West Virginia) (Effective Nov. 12, 1930).. 1.70 
Penna. Grade Oil in Buckeye < e Line 
(Macksburg, O.) (Effective Nov. 1930). 1.45 
Wayne district crude in » awed ac lines 
(West Virginia) (Effective Oct. 29, 1930).. 0.97 
Corning Grade in Brckeye Fi Fine Lines 


Ohio) (Effective Oct. 28, 1930).......... 328 
sonaume Oil in Cumb a7, a: Lines 
(Kentucky) (Effective Oct. 29, 1930)...... 1.10 


Somerset Oil in Eureka Pipe Lines (Effective 
Oct. 29, 1930) 

Ragland Grade in oy og Pipe Lines 
(Kentucky) (Effective Jan. 9, 1929)...... $0.60 
$65 run prior to July 1, 1929 is Sc less per bbl. 


(Posted by Stoli Oil Refining Co.) 


Oil City, , oil in Stoll lines (Effective 
Nov. 10, F330) $1.00 


eee eee ee eee eee ee eer eeenee 


MICHIGAN 
(Posted by Dixie Oil Co.) 


Traverse and Dundee (Muskegon), effective Oct. 
28, 1930, same gravity and price schedule as Prairie 
posts in, Oklahoma and Kansas, which see below. 


(Posted by Pure Oil Co.) 
Midland,® Midland County (Oct. 28, 1930)...$1.10 


CENTRAL STATES FIELDS 
Posted by Ohio Oil Co. 
Effective Oct. 28, 1930 


WOGiOR ons s cane $1.35 Princeton. .....- $1.30 
BiG ccsenevccass 1.10 j| eer 1.30 
Waterloo........ 1.20 Plymouth......- 0.88 
at 0.87 West Kentucky.. 1.15 


CANADIAN CRUDE 
Posted by Imperial Oil Refineries, Ltd. 
Effective Oct. 28, 1930 


OKLAHOMA, KANSAS and NORTH TEXAS 
Prices of Prairie Oil & Gas Co. 
(In Oklahoma, Kansas, North and 
East Central Texas) 
Effective Nov. 1, 1930 


Below 29... a 3 pL LR Se $0.92 
yO: ee 2 95 
DUFUR owt cence 0: 9 K/h) & See 0.98 
See aceces 0.77 |) Sh re 1.01 
7 ae 0.81 oS re 1.04 
KS 5 eee 0.85 40 and above.. 1.07 
a, Sl. eee 0.89 


Oct. 25, Stanolind Crude Oil Purchasing Co. same 
schedule in Oklahoma-Kansas as Prairie. On Oct. 
The Texas Co. met Prairie prices in Oklahoma, 
and on Oct. 28, in North Texas and North Central 
¢xXas. 


Humble Oil & Refining Co. Prices 
Effective Oct. 28, 1930 


{n Ranger, North Texas, Mexia, Powell, Boggy 
Cyeek, Richland, Wortham, Lytton Springs, Currie, 
Moran and Nocona fields, all in Texas, same prices 
as Prairie, which see above. 





Gives '/2 Cent a Gallon 
To Unemployed 


TOLEDO, O., Nov. 21.—To aid re- 
lief funds for the unemployed in De- 
troit and Toledo the Hickok Produc- 
ing Co. is giving % cent on every 
gallon of gasoline sold in those cities 
for nine days. The contribution will 
end on Thanksgiving day. 


With every two gallons of gasoline 


November 26, 1930 


Magnolia Petroleum Co. 
(In Oklahoma, Kansas, North and East Central 
Texas) 
Effective Oct. 28, 1930 

Magnolia posts same prices in all three states as 
Prairie, except these lower grades: 
Below 26........80.53 2 & OEE .. $0.61 
re 0.57 SPER Gesesccess CE 


Effective Oct. 28, 1930 


CARMA OR ara cadeviniaedcadtédcads - $0.75 

BM ic daanduckcadeceinseierdeanceacawka 0.75 

MM dae Soaedclcuvacdbecuctstadaake a Oy 

Daret Creek, GO° aad above... cccccccccsees 0.90 
Carter Oil Co. 


(Oklahoma and Kansas) 
Oct. 27, 1930, same schedule as Prairie, which 


see above. 


PANHANDLE TEXAS 
Humble Oil & Refining Co. 
Effective Oct. 28, 1930 
Hutchinson and Carson Counties 


Below 29.000 $0.45 See $0.72 
y 8 0.49 3 i, Sees Wy 
See 0.53 yo - ae 0.78 
bee 0.57 A re 0.81 
0 2 3S Se 0.61 bh Se . 0.84 
RS A 0.65 40 and above.... 0.87 
pS 0.69 

Gray County 

Beiow 29.. $0.50 BLS | Ae coccemuae 
y. 5 54 th Eee 0.80 
; A 0.58 37-37.9.. acs GSS 
}) ee 0.62 pS A 0.86 
hk: § 0 be Se 0.89 
Do Ga 0.70 40 and above.... 0.92 
ee 0.74 


Above prices met by Magnolia and The Texas Co. 
on Oct. 28 in Hutchinson, Carson and Gray counties. 


Wheeler County: Posted by Magnolia Pet. Co. 
Effective Apr. 10. Humble withdrew Wheeler 
county postings Apr. 10 


Below oy becaidas et LS ES Pe TOeEe $1.11 
bn ot ee 0.805 OO”), ae 1.145 
. i ee 0.855 .. . | 1.18 
. i? 2 eee 0.905 cn he CEO 1.215 
pif. Ee 0.955 | ern 1.25 
bo rs 1.005 J} a 1.285 
A re 1.04 2 1.32 
SORA i acta dkixcees 1.075 44 and above... 1.355 


WEST TEXAS and NEW MEXICO 
Humble Oil & Refining Co. 
Effective Oct. 28, 1930 


Crane, Upton, Crockett, Ector, Howard and 
Glasscock Counties, Tex., also Lea County, N. Mex. 


ge Oe $0.50 iN). Se $0.64 

See Se oo ae 0.66 
ee 0.54 SOP cssaccas 0.68 
(18 ae 0.56 AS ee 0.70 
y 2 8 See 0.58 SS ee 0.72 
fy A ee 0.60 36 and above.... 0.74 
kee 0.62 


Winkler and Pecos counties, Tex.: 
Effective Oct. 28, 1930 


Below 25........ $0.55 5 Ree 
lS} =e 0.57 2 2 5 Spies 0.71 
$6-26:9 Peuganaes 0.59 > . 0.73 
(ol Se 0.61 34-34.9 ‘ 0.75 
yp | eee 0.63 .. So SR 77 
i & Seen 0.65 36 and above.. .79 
POON Siidiuuciuds 0.67 


Oct. 28, 1936, The Texas Co. same prices in Crane, 
Upton, Winkler and Lea counties as Humble 
ct. 28, Magnolia same prices in Winkler, Crane, 
Upton, Howard, Glasscock and Mitchell counties. 


SOUTH and SOUTHWEST TEXAS 
(Posted *, Humble Oil & Refining Co.) 


Effective Oct. 28, 1930 





Mirando $0.75 
ee 0.90 
Darst Creek 0. 

Pettus, Bee County 1.10 


NORTH LOUISIANA—ARKANSAS FIELDS 
Prices of Standard Oil Co. of Louisiana 


Caddo, Homer, Haynesville, Bull Bayou, El Dorado, 
Crichton, De Soto, Sabine, Cotton Valley, Sarepta 
and Carterville. 


Effective Oct. 30, 1930 





Below 29........ $0.65 .. |, re $0 
(.- . k ee 0.69 , = eee 
. 5 eee 0.73 37-37.9 
Es 0.77 38-38.9 

ok Sees 0.81 39-39.9...... 
p= I eee 0.85 40 and above. 
POG ckecinnes 0.89 
Smac cones, SN Aes kceweceddsecenes $0.70 
Oe, eee ee 1.00 
*Urania, La. (ct. a See eee 0.75 
tEast El Dorado (Calion) (As 0.70 


*Posted by Louisiana Oil Refining Corp. 

tPosted a Magnolia Petroleum Co. 

Oct. 28, 1930, The Texas Co. same schedule in 
Louisiana as Standard. 

Oct. 30, Magnolia met Standard schedule in 
Louisiana- Arkansas fields except it posts the same 
low grades in La.-Ark. as in Mid-Continent. 


STEPHENS, ARKANSAS 
Louisiana Oil Refining ys and Atlantic 


Oil Producin 
Effective Oct. 30, 1930 
a PCE $0.54 Sener ee $0.66 
y. 2. 8 ee 0.58 32 and above.... 0.70 
C4 ee 0.62 


GULF COASTAL 
Posted by Humble Oil & one Co. 


Effective Oct. 28, 193 

.00 LS 2, Se $1.06 

(ck ee 1.08 
75 pS 1.10 
92 BS 1.12 
94 . . } Se 1.14 
96 2 (oe 1.16 
.98 CN a 1.18 
.00 b> Ae 1.20 
‘= 40 and above. 1.22 





On Oct. 28, The Texas Co. posted same prices on 
Grades A and B Gulf Coast crude as Humble. 

Fields classified as A and B are Spindletop, Goose 
Creek, Hull, Liberty, Sour Lake, West Columbia, 
Orange, Boling, Humble, Pierce Junction, Sugarland, 
Refugio county, and Raccoon Bend. All other 
fields are Grades A only. 

Specifications for Grade “A” crude: Gravity: 
25° and below, at 60° F; Viscosity: not less than 1 
seconds at 100° F. Saybolt. 

Sulfur: not over .4%. 

Grade “B” includes all Coastal crude which does 

not meet the test for “A” grades. 





sold in Hickok stations the customer 
is given a ticket for 1 cent towards 
the relief fund. This ticket is de- 
posited by the customer in a box at 
the station. City officials have charge 
of handling the boxes and collecting 
the tickets which will be redeemed by 
the Hickok company. 


It is planned to extend the plan 
for 10 day periods in about 10 other 
cities in northwestern Ohio and 
southeastern Michigan at Hickok sta- 
tions for local relief funds. 


New Oil-Electric Car Designed 

CLEVELAND—tThe Erie Railroad 
has placed in service between Youngs- 
town and Dayton the first double pow- 
er plant oil-electric rail car. The car 
has a double Diesel power plant driv- 
ing two Westinghouse generators. 

The car, which contains a baggage 
and mail compartments, is 75 feet 
long and weighs nearly 100 tons. It 
can maintain a speed of 70 miles per 
hour over long periods or a speed of 
more than 50 miles per hour hauling 
a four-car train. 
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Every successful business is constantly on the lookout to improve its 
machinery and methods. 


You, as an individual, in order to progress must devote a reasonable 
part of your time to improving your mind. 


Good books on various phases of the oil industry will improve your 
mind, and pay you big dividends. 


NATURAL 
GAS 


by L. C. Lichty 


Few books combine the calculations 
in measurement, compression and 
transmission of natural gas with prac- 
tical operating data, as does NATURAL 
GAS by L. C. Lichty, University of 
Oklahoma. 


Compression in single and double 
stages; effect of the constituents of 
natural gas on its deviation from gas 
laws; compressor characteristics, power 
curves and other graphs afford the 
practical man quick use of the data in 
this book. 


Tests for gasoline content; design 


and layout of plants; pipe line con- - 


struction and flows; storage capacities; 
machinery used in compression and 
transmission of natural gas—all de- 
scribed in detail. 


523 pages—311 photographs 


Price $7.50 
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“Motor Fuels” by E. H. Leslie, Ph. D., 
is considered a very good 
work on the production of fuels. 


All the cracking processes are 
described in detail, and some of the 
other subjects treated are: 


The motor fuel problem; com- 
Position of petroleums; fractional dis- 
tillation; fluid flow and heat-transfer ; 
refinery equipment for distilling petro- 
leum; towers, dephlegmators, steam - 
stills, condensers, heat-exchangers, 
coolers, and other refinery equipment; 
cracking processes; chemical treatment 
of gasoline; natural gas gasoline; 
gasoline specifications and quality; 
methods of analysis; tables. 


‘Motor Fuels” should be on the 
bookshelf of every man engaged in 
the manufacture or sale of motor 
fuels. 


600 pages—well illustrated—$11. 


Room 703, 1213 West 3rd St., Cleveland, Ohio. 


I want the books checked below. Enclosed is 


check or money order for ..... 


(Add 15 cents for foreign postage) 


Natural Gas—$7.50 
[] Motor Fuels—$11 
() Lubricating Greases 


$5.50 








LUBRICATING 
GREASES 


by 
E. N. Klemgard, B. Sc. 


“Lubricating Greases’ is a practical 
book on the manufacture and use of 
lubricating greases. It is especially 
valuable to grease-makers, refinery 
executives, research chemists and oil 
salesmen. 


There are nine chapters: 

I. Manufacture of Cup Greases; 
II. Cup Greases—uses, testing, analy- 
ses, patents; III. Soda Base Greases; 
IV. Mixed Soda Lime Base Greases; 
V. Sett Greases; VI. Lead Base Greases; 
VII. Miscellaneous Greases and Com- 
pounded Oils; VIII. Mechanical Mix- 
tures; IX. Trend of Grease Research. 


This book is particularly valuable 
because so very few books have been 
written dealing with “Lubricating 
Greases”’ in an up-to-date way. Infor- 
mation as to grease making processes 
is usually hard to obtain, as such in- 
formation is generally closely guarded 
as trade secrets. This work is the 
result of many years of research with 
the largest manufacturers of lubricants 
in the country. 


193 pages—cloth bound Price $5.50 
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Crude Oil Prices (in Effect Nov. 24, 1930) 


(Prices are per barrel at the well) 
(Crude Oil Prices for the whole year in OIL PRICE HANDBOOK published annually) 














ROCKY MOUNTAIN FIELDS Sate Cee a ice iis bck p css Sacsdedes MODE! MARA ia 5 oh 5 sd Soci aces qcesiceceassavess 1.10 
Prices of Ohio Oil Co., and Midwest Refining Co. a “ $6-36.9. 0. eee cece eeeeeeees 0.95  Pondera..... +... eeecececeeeeeeeeeeeeerees 1.45 
Salt Creek prices effective Oct. 27, 1930) De GMO MONO 5 6c anictenkcwnug Cee (Ht ra Ce sane dt weduecutworuseuueneas 0.85 
(Sa P wats WU RON INE Co oive cece uctedewaaeddes 1.25 
Sale Cre eS oa o:0- bc cease caeesaceeee Gee AM Sed ie sid awe eke aw cde amen FdS | He a haiald 0 ad etacceccenecccecs 1.55 
ae 5 er re Dake  Sseeee WONNONO as ev caecesssecseaseedus Riad)  BEeGE Ni ME bs cee cadeccnnecevceees 1.40 
“ - ied Dee Gue eames tice cen ee nacee agi pe ogy oa ap eWee S Pe dae eh on eeaeeuene eure ss fF Be) ee ener 0.75 
e - NCU eee nse weweew een ees ; Oe ee ere or eee ret aR 
“ er IE es Cale wiawd ae oe ORE Re Re OO) ere re eer 1.01 tPosted by Midwest Refining Co. Midwest also 
- PLES oo Kikeb a acleaekeedees PcG © Wee CUO oo wren cena wie hs ke bse eenculencus 1.20 buys Grass Creek light and Elk Basin. 
CALIFORNIA 
Standard Oil Co. of California 
(Effective Sept. 15, 1930) 
wo a = én 
a & ¢ ro) > 
Se ¢§ © s a 8 
=8 8 2 2 s = e 3 25 2 te 
z : 5 Zs > = #@asa 8 
ij a = 
ce=sei 8 2 8 @ ay2 &, 2 § ge 3 &8 
geass a3 6 en 2 ° + 8 Se 5 3. 3 
p> 82s D e .- “= 23 Ss 3 e ae sts a $s $s = Be & £3 
: pei ff 7} # Ho £ ¢ : HEE 2 4 = Hf 283 3 
Gases r > = Fa tyes ° os 3 
5 gizzts 228 & G2 6S = § & #255528 § £& ## & gov Se 
Hee aceon, - ea a. at a8 eee * eas ae. $0 re a. "35 waiate aS $0 s $0 Ls. 
ST otinsiues ¥en 2 -70 :70 :70 : a 155 55 155 -55 $1.65 55 70 70 
<a Mn ie Se i Siew Te a i ie a Oe 
aa. MeweKee ee = eees s : = “i Po - ae R be d a : x + a . fs ‘ = ‘ - 
2 ee meee 6 é a e ‘ ee eee qj ‘ M an s = 4 
aeetttssss vn weave fx ‘an Se = ‘ee me .> . <= over a ‘7 .> 
Thi Mivcéciccs MA anea. «ceo San ; 1.05 1.04 1.01 1:02 1.02 1.02 > 2202 «1505 ~— 1,00 
pS 1.12 1.12 “Ks 1.32 1.08 1.08 1.05 1.06 1.04 1.04 1.08 1.07 1.05 
Lo Le Sr 1.17 1.17 ies 1.17 1.11 3,32 1.09 1.10 1.06 1.06 1.11 1.09 1.10 
yn? ak ee 1,22 1.22 wees 1.22 ES 1.16 1.13 1.14 1.08 1.08 1.15 1.12 1.15 
ia if 1.26 1.27 ewe 1.26 1.19 1,21 1.18 1.18 1.11 1.10 aa 1.16 1.19 
ya Sn 1.30 3.352 nies 1.30 2 Bao 1.25 1.23 1,23 1.15 aed 1.20 1,23 
) oA Seen 1,34 3.57 coos Weaae 1.26 1.29 1.28 1.29 1.19 1.24 1.27 
He oe iawn ie :- eos Yasae 1.29 iso ‘2 :"23 He Se go 
cscsssss GAR BA Kane. cuss 7 nets «6a 1:47 1.31 1.40 1.41 
5 eae lt re een 557 mee a p 1.48 ee 1.35 1.46 1.47 
be: > SOP ‘ 1.62 1.32 a ‘ ‘ 1.53 {11-38 1.39 aeon 1.53 
po en 1.66 1.39 a : é 1.58 71.65 1.43 1.59 
bat eee ‘ 872 1.46 we ‘ au ‘ 1.63 eae eke aees 
bag ee Se ‘ 1.78 1.53 a : 1.68 - 
slo! A See ‘ 1.84 1.60 ‘ s 1.73 
bo a ee ‘ 1.90 1.66 ‘ 1.78 
ae lt eee . 1.96 1 7 eas 
OMe Ns Kiknse es : 2.02 1.78 
ae eas 2.08 1.84 ease cans asin Ace Pree 
*Inglewood prices run only to 28.9 gravity; Olinda-Brea Canon to 31.9 gravity. 
TtRichfield crude only. ttThese two grades apply on Lost Hills only. 
**Standard does not contract for crude testing below 14 gravity, but pays 45c per barrel when purchased. 
$1.65 tUnion Oil Co.’s prices on Kettleman Hills crude are, effective Sept. 15: 35-39.5, $1.10; 40-44.9, $1.20; 45-49.9, $1.35; 50-54.9, $1.50; and 55 and above 
REFINERS’ and COMPOUNDERS’ SUPPLIES 
Following are average market prices for materials Nov. 24 Nov. 17 Nov. 24 Nov. 17 
used by refiners and compounders effective on the Soya Bean, Tank, coast...lb. 7.50 8.00-9.00 Yellow bleached......... gal. 38-41 38-41 
date shown. Whale, extra winter bleached, 
ane - i.” | ..+: |. ‘<~@ciadeseadevacavewand gal. 80 80 
. Distilled, tanks. ......00: Ib. 7.75 8.00 
Refiners’ Supplies Distilled, bbls oo ++ lb. 8.625 8.875 — 
‘ aponified, tanks......... Ib. By be oa 
Nov. 24 Nov. 17 Saponified, bbls........... Ib. 8.625 9.375 ‘ati 
Steam, distilled turpentine, 
Soda Ash light 58% bags, cwt. $1.32-1.55 $1.32-1.55 oy meine al.. 43.75-44.75 41.50-42.50 
Silicate of Soda 60 deg. drums, $1.75-1.90 $1.75-1.90 Lard Oils Steam distilled turpentine, 
waste e ee eee e esses eneee cwt. fom]. efomk. . - ° Savannah ............ gal. 38.75 36 
Silicate of Soda 40 deg. tank Evers Winter Stramed.... 1b, 10:23 10.78 + Gum turpentine, N. ¥..-gal. 45 45 
GRID Chen cake ke nese v0 cwt. $0.80 $0.80 Recen eee © 9°78 10.25 Gum turpentine, f.0.b. cars 
Silicate of Soda 40 deg. ——_ $1.05 $1.05 a i Ra ER « 9.25 10.00 way cores se 8-33 ae i 
ac Re ceEMeMEN eka Cemesnes % : , 4 ood Rosin, N. Y.......gal. ’ ; 
Sal Soda wig. ooo ae- 0.90110 $0.90-1.10 NO. J. ..cesecrereeereers ~ oo a Wood Rosin F, Savnib.- bbl. $4.66 $4.66 
solid, cwt. ‘ bs . tt eee eee eww eeees . . . ; i ’ ’ ’ ; e 
Sulfuric heid 60° deg. tank Tallow oil... 2. ......00-- Ib. 9.00 3 Swe a a ~~ Si $ $5.35 
cars, f. o. b. shipping point CS SEE PR bbl. $4.20 $4.20 
seein eeaonanae Hamazge Neatlont Og patel et | BM 
> a cwt. $3.10-4. 10-4. re FCCC Te . 5.7: : : . 
Liquid Chlorine, tank cars, EStGS DOM e cs cine decvans Ib. 9.50 10.25 Resin ol, compocnded. gah sad ” 
i ee Mihece sc neres Ib. 2.40-2.45 2.40-2.45 raph sw sgsthannasenss > en 13:58 Pine Tar 
WOMEEGS ccndiccvcaeena . 5 
. eee bbl. $13.00-14.00 $13.00-14.00 
Compounders’ Supplies Fish Oils BOGUNGvacacccceceae bbl. $13.50-14.50 $13.50-14.50 
Vegetable Oils org soi waren ae gal. 41-43 41-43 Alcohol ; 
Linseed carloads, spot....lb. 9.40 9.40 Light Pressed, tank cars, Denatured Formula 5, in 
WEEE iv vs kcevaces 8.80 8.80 |. i Ar ee gal. 35-37 35-37 Diss POF Ctlkcc ccccccuces 46-48 46-48 
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Temperature—Volume Corrections 


O MANY inquiries are received 
S requesting information regarding 

the correction of volumes of pe- 
troleum products, especially, motor 
fuels, for temperature changes that 
we feel it will be some service to ex- 
plain briefly the method of calcula- 
tion of such volume changes. 


For practical purposes it may be 
considered that, for gasolines and 
light naphthas of 60 degrees A.P.I. 
or thereabouts and in the neighbor- 
hood of 60 F., the volume change is 
one per cent for each 16% degrees F. 
of temperature change. To illustrate 
the results obtained, suppose a tank 
of gasoline of 60.0 A.P.I. gravity at 
or near 60 F. is found at that tem- 
perature to contain 3000 gallons. If 
the temperature of the tank is raised 
to 76% F.; the volume will increase 
by very nearly one per cent, and the 
apparent quantity of gasoline present 
will be 101 per cent of the original, 
or 3030 gallons. : 


Similarly, at a temperature of 43% 
F. the volume will have deereased one 
per cent, and will be 2970 gallons. 
At a temperature of 81 F. the vol- 
ume will have increased 21/16% per 
cent, or 42/33 per cent of the orig- 
inal, the total volume will be ap- 


3000 « 42 
proximately ————————_-, 
33 « 100 


or 3038.2 


gallons. 

For more accurate calculation of 
this variation tables of factors, show- 
ing the volume occupied at 60 F. by 
a unit volume at the temperature in- 
dicated. Table 2 in ‘‘National Stand- 
ard Petroleum Oil Tables’’ contains 
these factors which are the most ac- 
curate results of the determination 
of the temperature expansion coeffi- 
cient of petroleum products available 
to date. 


This volume was prepared by the 


U. S. Bureau of Standards, and ap- 
proved by the U. S. Bureau of Mines 
and the American Petroleum Insti- 
tute. It may be obtained from The 
Bureau of Standards at a price of 
thirty cents, and is known as Cir- 
cular of the Bureau of Standards No. 
154. Attention of those unaccus- 
tomed to purchasing government 
documents is called to the fact that 
stamps are not accepted by the gov- 
ernment of its agencies in payment 
for publications. 


To illustrate the method of using 
these factors in calculations and re- 
ferring to page 47 of the table, it 
is seen that the factor for 60 A.P.I. 
liquids at 76% F. is 0.9898, (inter- 
polating between the factors at 76 


and 77 F.). Dividing 3000 gallons 
3000 

by this factor, , Zives 3030.9 
.9898 


gallons, agreeing substantially with 
the results obtained by using the 
rough factor in the first calculation. 


Some of the requests for informa- 
tion, data and advice, which were taken 
care of in various National Petroleum 
News offices in the past week are: 


Chicago advertising agent fur- 
nished annual consumption figures 
of five principal refined products for 
the past 10 years. 

* * 7 


South Dakota station operator fur- 
nished names and addresses of six 
manufacturers of suction pumps to 
take water from bottom of gaso- 


line tanks. 
” ” ” 


Wisconsin inquirer furnished anal- 
ysis in two-page letter of various 
claims made by Oklahoma City oil 
promoter and told what possibilities 
he had of getting rich quick by in- 
vesting in oil ‘“gushers to be brought 
mn.” 


HIGH GRADE PETROLEUM PRODUCTS 


Made by the Oldest Pennsylvania Oil Refiners 


CYLINDER STOCKS, (Filtered and Unfiltered). 
MOTOR OILS—to match any specification. 


High Grade Burning Oils. 
300° Mineral Seal and Railroad Oils. 
High Grade Transformer Oils. 


A. D. MILLER SONS’ COMPANY 
PITTSBURGH, PA. 











Kansas merchant, desirous of buy- 
ing oil stock, told of earnings, stand- 
ing and possibilities of large world- 
wide oil company. 

am ” - 

New York oil distributor referred 
to sources for complete lists of re- 
finers making paraffin base zero cold 
test oils. 
~ * ” 


Kansas jobber furnished by air 


mail all changes in S. O. Indiana 
Q.D.A. since 1927. 
* * *” 


Colorado jobber furnished names 
and addresses of nine refiners mak- 
ing Pennsylvania bright stock and 
neutral oils meeting specifications 
he mentioned, and referred to othe: 
sources for additional names. 

s + * 


Tilinois’ service station operator 
referred to N.P.N. articles describ- 
ing and illustrating the latest in lay- 
outs and ground plans for service 
stations and referred to manufactur- 
ers of station equipment. 

* s s 


California oil company given de- 
tails of case where eastern oil com- 
pany was upheld in its exclusive 
right to color combinations. 

* * * 


Massachusetts oil distributor fur- 
nished references to 25 N.P.N. arti- 
cles on evaporation losses. 

cl = * 


Chicago advertising agent referred 
to N.P.N. articles giving gasoline 
consumption figures by months and 
by states this year. 

* * * 


Louisiana oil company furnished 
details of case where several large 
oil companies brought suit to enjoin 
enforcement of gasoline tax low in 
New Mexico. 

7 * 

Montana inquirer referred to May 
28 issue, page 31, for new S.A.E 
specifications on lubricating oils. 

* *” * 


Oil distributor in British Columbia 
told where he may obtain specifica- 
tions of various lubricating oils sold 
today. 

* - a 

Pennsylvania fullers’ earth miner 
referred to possible source for fig- 
ures on treated clay production, de- 
mand and imports. 

* * * 

Chicago inquirer furnished refer- 
ences to N.P.N. articles on oil mar- 
keting companies operating hotels. 

* * * 


German distributor referred to 
manufacturer of grease dispensing 
device he inquired about. 

* * #” 


Nationally known equipment man- 
ufacturer given figures on gasoline 
sold through pumps this year. 

* *” * 


Pennsylvania inquirer told of use 
of automatic gasoline pumps, _ re- 
ferred to one manufacturer and also 
to N.P.N. article describing these 
pumps as operated by large Califor- 
nia service station operator. 

* » * 

Tilinois service station operator 
referred to N.P.N. articles showing 
floor plan of super service station 
and lunch room for small town or 
countryside and furnished names and 
addresses of six manufacturers of 
station buildings. 

* » x 

New York refiner referred to 
source which investigated advertis- 
ing of an eastern oil company’s 
claims for its gasoline. 

* - * 

Tilinois inquirer told where he may 
obtain free a list of U.S. or oil re- 
fineries. 


NATIONAL PETROLEUM NEWS 






































SKILLED 
SUPERVISION 


Guarantees the Quality 
of Gulf Products 


COASTAL AND PARAFFINE CRUDES 
GASOLINE—LUBRICATING OILS 
NAPHTHA—GAS—OILS 
WAX—PETROLEUM COKE 
CYLINDER—ENGINE—CORDAGE 


Gulf Refining Company 


General Sales Offices: “ ° »” 
PITTSBURGH, PA. Show Windows 


District Sales Offices: New York, Boston, Philadelphia, for 
Louisville, Atlanta, Houston, New Orleans Your Oil 


There’s a carefully considered 
reason for every feature of Owens- 
Illinois Oil Sample Bottles. From 
the limpid clearness of their per- 
fume bottle glass—handblown to 
insure thinness—to the exact an- 
gle of the side walls, no pains are 
spared to give the utmost in dis- 
play to the oil itself. 






























GRANBERG PETROLEUM METERS 


Give Precise Measurements of 
Petroleum Products 


GRANBERG METERS installed on TANK 
TRUCKS provide a simple and accurate 
method of truck accounting by maintaining a 
continuous mechanical record of deliveries. 
GRANBERG PETROLEUM METERS on 
tank trucks record accurate deliveries to the 
complete satisfaction of Customer and Oil 
Company. 
Send for our literature. 


GRANBERG METER CORPORATION 
“*Precision Meters for Petroleum Oils’’ 

79 New Montgomery St. San Francisco, Calif. 

Aqua Systems, Inc., 2 Lafayette St., New York City, Distributors for New York Metropolitan District. 

National Pumps Corp., Dayton, Ohio, Manufacturers of Granberg Meter Equipped Retail Pumps 


You will notice that the bottoms 
of these bottles are blown with 
particular care, since these are 
the real ‘show windows”’ of your 
oil. And if you examine the top 
and finish, you will realize that 
they are shaped to insure the best 
possible play of light on your 
product. A sample bottle will 
talk for itself. Write for one! 
Owens-Illinois Glass Company, 
Toledo, Ohio. 
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Transactions in Oil Shares on New York Stock Exchange 













1929 1930 Listed Par Div. Last Transactions Week Ending Nov. 2? 
High Low High Low Shares Value Company Rate Paid Sales First High Low Last Change 
42% 17% 42% 20% 922,075 | i Lo 50cQ Oct. 31, 30 2,700 20% 22% 2034 22 0 
64% 12% 37 844 209,180 N.P. American Republics Corp........ ae 4,300 11% 12% 11 1134, + 
474% 34% ‘51 30% 2,240,000 Bee  MPONUES WOU. os5 400500000008 50cQ Sept. 30, 30 10 35 35 35 35 0 
77% 30»©=6513% «185% —-2°683,868 25 Atlantic Refining Co............ t25cQ Sept.15,30 20,100 234% 23% 215, 22% — 
49 20 34 12% 257,108 25 eee ee ere 50cQ Nov. 6, 30 16,300 14% 15 14 1434 0 
$458 25 35 22 2,060,966 25 California Petroleum “778 eink a Sante Sah. Bae 8 .ekcihes Se Se eae 5. 
32% 12% 20% 9% 1,444,970 N.P. Colonial Beacon Oil Co.......... ‘ee  sararerenre 2,800 10 10 9% 10 0 
37% «618 30% 10 4,610,258 N.P. Continental Oil tiislewene ae aes.  _ vaeheceametoue 21,500 12% 13 11% 13 + k 
94% 42% ly 28% 10,857 $100 Sseneral Aephalt Co... 260600600 $1Q Sept. 15, 30 9,900 31 31% 28% 30% — & 
109 26 «(116% 33% 250,000 a errr keas  veeicene roan 16,600 4354 4534 3834 4316 + 1, 

: Le ae arr rea ae PIOUSOE TE DEW oiscccccevssone ‘as  mesebsewam 16,200 104% 10% 8% 10 — \ 
39% 17% 32 11% 1,379,295 P Independent SP Ge SERB cicinisasaies 37kKe Oct. 2, 30 ,700 143% 15% 14% 14% — 1K 
53 13 28% 3% 99,066 10 POUT ORUIOR . 66 k.csvecesccess ae Dec. 15, 20 92,900 4 45% 33% 4% + %& 
51% lis 27% 88% 568,816 10 Dh MRS Gacecccns Sees”  “Udieweyacunt. “svewes ke. sch area ica te 
38% 16% 29% 21% 3,994,150 N.P. Lago Oil & Transport.........2+ nes ) Se SS ; pore? te ee Sais 
18 7 12 4% 1,187,701 N.P. Louisiana Oil Refining.......... — Berne s aretaats 2,900 5% 5% 5% 5% ( 
100% 80 894% 78% 40,000 $100 Se eae $1.62%Q Nov.15,30 ....... Pik. ee: vee ra 
18% 5% 10% 2 330,000 N.P. Morestba Oil Exploration.. emer 9? Miguuanh ce: 100 2% 2% 2% 2% 0 
295 176 182 150 459,428 $100 DRCZICAN FOtIOIESM.... 60<sc60se0 $3Q a a ae ade Stee ees BoD weca 
105 102 ss si 120,000 100 eee ane teen $2Q Cee: | ee Sari) <ainiks) omen eee ee Oba, 
69% 9% 37 9% 1,244,383 N.P. Sd coteam ee le re Ee Oct. 15, 24 33,100 13% 15 12% 13% + \ 
39% 22 33 15% 1,899,138 N.P. Mid-Continent Petroleum....... 50cQ Nov. 15, 30 8,900 17% 173% 17 17K — % 
3% i 2% % 8,1 N.P. Middle States Oil ctfs........... ra er ee ee Rr a iacaed A ae er re 
‘ 32 16% 6,708,086 8 OS ae 50cQ Sept. 15, 30 25,700 20% 20% 18% 19% — \ 
69 40% 64% 42 1,000,000 $50 » American Petrol. & Trans. us Oct. 20, 27 200 43 43 43 43 — \ 
69% 405g 6754 41 2'422/221 BB Oe sense neil Oct. 20; 27 300 .... 43% 42% 43% — id 
15% 3 12% 2 199,370 N.P. Panhoiie POOR s BPG... si0:0 0:00 Sante onerous 800 23% 2% 2% 2% + & 
76 47% 80 47 25,666 $100 SS SE eS Lee <— | oe sh alee aaa cbse 
ne 27% 10 2,937,900 N.P. Petroleum Corp. of “a 37%cQ ept. 30, 30 34,700 10 11% 10 10% + V4 
47 24% 44% 16% 2,670,089 N.P. Phillips Petroleum Co........... 50cQ Oct. 2, 30 31,700 2034 21 19% 19% — % 
38 1 2 A 1,184,917 $25 Pierce pe > ee ere i ree 1,100 34 34 5 %— 
sive 20 52 9% 150,000 100 Se ee rer ne seals Feb. 1, 22 600 13% 13% 134% 13% — 1% 
5% 4% %@ mm 2% 2,500,000 N.P. Pierce ces SS. cise sass 10c Nov. 15, 30 10,400 % 3 2% 2%+ 
65% 404% 54 1814 2,435,670 $25 git ye Fre «ee 50cQ Sept. 30, 30 9,100 215, 215% 19 193% — 2% 
65 45 60 243% 4,050,0 25 rraine Pipe Line Co... ....00000% $75cQ Sept. 30, 30 12,600 ta 32% 31 31% + «=X 
25% 4 31 3 749,01 50 er & Refiners Corp....... ase Sept. 15, 30 500 4 4 + + 
46% 25% 38 16 7 50 ~_ ee ROL RPI ae May 4, 25 10 1634 16% 16% 16% + % 
3082 20 27% «10% 3,038,370 25 Pure on - od EE EAE ore rear 37% cQ Sept. 1, 30 13,100 115% 113g 11 Wy — YX 
16 os 114% 9314 130,000 100 a | EE rer $2Q Oct. 1,30 470 9834 102 95% 100% + 4% 
49% 22% 284% 5% 2,891,735 25 Richfield oll Giiticrai) ne a 50cQ Sept. 1, 30 15,700 6% 6% 6 6% + \ 
42 15 253 7 1,235,270 N. Rio Grande Oil ~. Dig cara ate eeie 50cQ July 25, 30 10,500 9 9% 8% 8% + \ 
64 43% 56 383 951,310 $13.40 Royal Dutch (N. Y. shares).... $1.875 Aug. 13, 30 26,600 4054 4034 383% 3834 — 25% 
55% 43% 48 355 77,49 L2 ~— Shell Trans. & Trading.......... $1.453 "a | ee BE Oe ae ee 
318) 19 25 744 ~=13,069,076 N.P. Shell Union Oil Corp........... 35cQ une 30, 30 20,700 8% 9 8% 8% — k 
i a 106% 69 400,000 100 > |) Ser cone $1.374%Q Oct. 1, 30 2,500 70 70 65% 68% — \% 
40% 15 7 7 869,255 10 Simms Petroleum Co............ 0cQ June 14, 30 1800 83% 93% 8 834 134 
45 21 2 11% 5,455,665 N.P. er ae Consolidated Oil Corp. . 50cQ Oct. 15, 30 41,200 13% 13% 12% 13% — % 
111 =103 112% 104 154,685 100 ee pusreeea iiss okie $2Q Nov. 15, 30 300 104 104 7104 104 —= 9% 
46% 42 42 10% 1,097,650 $25 Skelly Oil Dicer aeresnwsaseces 0cQ Sept. 15, 30 2,400 15% 16 14% 14K —1\ 
: 99% 60% 120,000 100 Se Sea area $1.50Q Nov. 1, 30 700 60% 65 60% 65 9 
ne 98 750,000 100 ~=S. O. Export Corp. pfd.. eae $2.50S.A. _ 30, 30 500 104 104 103% 103% — 3%; 
81% 51% 75 49144 13,016,434 N.P. S. O. California........ aa G27gcQ ept. 15, 30 15,500 51% 51% 50% 50% — 
: me 49 17% $25 S. O. Kansas..... wae 50c Sept. 15, 30 4,200 20% 21% 19 20 —1 
83 48 84 49 25,443,643 25 +S. O. New Jersey $25cQ Sept. 15, 30 87,700 54 55% 52% 54% + 
48% 31% 40 25 17,809,530 25 +S. O. New York. 40cQ Sept. 15, 30 30,000 26% 26% 25% 25% — \% 
86 55 0 49% 1,416,911 ae Sue Ol Co... .scce 25cQ Sept. 15, 30 500 53 53 51% 53 + 2 
105% 100 107% 102% 100,0: $100 re * $1.50Q Sept. 1, 30 50 .. 105% 105 105 0 
24 Su% 98 1\% 1,026,979 N.P. Swedes Oil OED. 60.00 eee. _ apemevames 7,300 1% 1% 1% IK — % 
71% 50 60 35 9,850,724 $25 me Denes Corp... «0060 75cQ Oct. 1, 30 45,000 381% 393% 3634 383, — & 
237 9% 14 5% 29,947 10 Texas Pacific Coal & Oil. 324%4% Og i ee Eee <ee 
23 10 17% 8 5,881,980 N.P. Tide Water Associated Oil. ; 30cS.A. Aug. 15, 30 10,000 9 ‘9 8% 83 — \ 
90% 74% 89% 69% 732,550 $100 " ?- ae eee $1.50Q Oct. 1,50 900 72% 73 71 72% 0 
40 14 31 15% 2,191,820 -P. Tide Water Oil Co... non 20cQ Sept.30,00 ...... an ee eer 
97% 85% 94% 82 199,443 $100 ee. eee cae Si.25Q Aug. 05,30 3 «...... eae ieee epee 
ae oe 24 12% 3,339,150 N.P. Transcontinental Oil...... 30c ee i rrr tere as eho 
57 42% 50 26% 2,201,008 $25 Union Oil Co. (California) .. $50cQ Aug. 9, 30 4,500 27 2734 26% 27 — % 
si es 384% 24 1,254,048 N.P. Union Tank Car Co........ : 40cQ Des, TIO kia ikee taeda Atenas aa 
42% 15 27 6% 77,603 N.P Warner Quinlan Co......... a 25cQ ~~ BS - 4,100 6% 6% 6 6 - g 
38 25 29% 26 490,000 N.P White Eagle Oil & Refg......... 50cQ a: 3 *. are er din ae care eee caearecs 
29% 12% 21 9 428,967 N.P. Wilcox Oil & Gas Co............ cose ay 10, 8 500 103 108 103 1034 +1% 
*New high tNew low {fAlsoextra_ s-Stock Total sales 727,440 





Bids Opened for Navy 
Fuel Oil Needs 


WASHINGTON, Nov. 21.— The 
U. S. Navy has opened bids on fuel oil 
for delivery during the first six months 
of 1931 at Gulf Coast ports and the 
submarine base at New London. 

Atlantic Refining Co. bid $1.36 per 
barrel for the 35,000-barrel require- 
ments of Grade A fuel for New Lon- 
don. Shell Eastern Petroleum Prod- 
ucts bid $1.41, Standard Oil Co. of 
New York $1.75, Gulf Refining Co. 
$1.60, Tide Water Oil Co. $1.45 and 
Warner Quinlan Co. $1.66. 

For 650,000 barrels of Grade A fuel 
for Gulf port delivery Magnolia Petro- 
leum Co. was low bidder at 85 cents 
per barrel. Standard of New Jersey 
bid 93 cents and the Gulf Refining Co. 
90 cents. 


100 


For 60,000 barrels of Grade C fuel 
at the Gulf Magnolia and the Gulf each 
bid 70 cents and the Standard of New 
Jersey $1. 


S. O. Ohio Calls 7% 
CLEVELAND, Nov. 


Preferred 
22.—Standard 


Oil Co. of Ohio has called for re- 
demption Jan. 15 its 7 per cent cum- 
ulative preferred stock. No. divi- 


dends will be paid on this stock after 
Jan. 15, it was announced. The com- 
pany recently offered $12,000,000 of 
5 per cent cumulative preferred. The 
call price of the 7 per cent preferred 
is $115 a share. 


Independent Oil- Being Liquidated 

TULSA, Nov. 22.—Shares of Phil- 
lips Petroleum stock received in ex- 
change for its assets are being dis- 
tributed by Independent Oil & Gas 
Co. to its shareholders. Independent 
is being liquidated. 


Pittsburgh Stock Exchange 


Transactions Week Ended Nov. 21, 1930 





Sales High Low Last Change 


100 7% 7% %7%+% 
185 Fj 6% 6% bg 





Ark. Nat. Gas pfd 
Devonian Oil.... 


Lone Star Gas.... 12,350 26144 24% 25% +1% 
GO QE. 56 6 si6 63 105 = 104%4 105 0 

Plymouth Oil.... 400 19 19 19 0 

Shamrock O. & G. 3,673 12% 10 11% +! 


Pittsburgh Curb Market 


Transactions Week Ended Nov. 21, 1930 





Sales High Low Last Change 


100 6% 6% 6% +1% 
200 78 78 78 sees 





Arkansas Gas A. 
aS | er 


Oil Company Earnings 


Nine Months 1930 1929 

Texas Pacific C. & Oil... $790,701 +$1,454,620 
Third Quarter 1930 1929 
Texas Pacific C. & Oil... +$143,148 $484,965 


tBefore depreciation, depletion and federal taxes. 
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New Stations Building 





Note: Material used in this col- 
umn is taken principally from news- 
papers. NATIONAL PETROLEUM NEws 
assumes no responsibility for its ac 
curacy. Headquarters of companies 
and addresses of individuals are given 
wherever possible. 


The list as published from week to 
week cannot be looked upon as indic- 
ative of the relative extent to which 
stations are being built in various 
parts of the country. 


Service Stations 


Tiffin, O.—Firestone Tire & Rubber 
Co., Akron. 

Hamburg, Ia.—William Mart. 

Norfolk, Neb.— Independent Oil & 
Gas Co., Philtower Bldg., Tulsa. 











Sidney, Ia. Oil Co., Skelly 
Bldg., Tulsa. 

Winterset, Ia. all. 

Harlan, Ia.—National Refining Co., 


National Bldg., Cleveland, A 

Tama, Ia.—White Eagle Oil & Refin- 
ing Co., Federal Reserve Bank Bldg., 
Kansas City. 

Winona, Minn.—Ow1 Motor Co. 

Oskaloosa, Ia.—Cities Service Oil Co., 
Commercial Bldg., Tulsa. 

St. Paul, Minn.—Pure Oil Co., 35 E. 
Wacker Dr., Chicago. 

St. Paul, Minn.—Cities Service Oil 
Co., Commercial Bldg., Tulsa. 

Palermo, N. D.—Gisle Berge. 

Washington, Ia.—Cities Service Oil 
Co., Commercial Bldg., Tulsa. 

Manhattan, Mont. — Continental Oil 
Co., Ponca City, Okla. 

St. Cloud, Minn.—Nels Simonson, FE. 
St. Germain. 

Rockwell, 





TIa.—White Eagle Oil & 





Refining Co., Federal Reserve Bank 
Bldg., Kansas City. 

Zearing, Ia.—W. J. Tight. 

St. Paul, Minn.— Shell Petroleum 
Corp., Shell Bldg., St. Louis. 

Bardstown, Standard Oil Co. of 
Kentucky, Louisville. 

Bloomington, Ind.— A. lL. Zeller, 
Mooresville. 

Waco, Tex.— Continental Oil Co., 


Ponea City. Okla. 

Romeo, Mich.—Fred Werth & Son. 

Sheboygan, Wis.—G. H. Wright, 1099 
55th St., Milwaukee. 

Bellaire, O. 
45 Nassau St., 

Sioux City, 





lair Refining Co., 
New York City. 
Ia.—White Eagle Oil & 
Refining Co Federal Reserve Bank 
Bldg., Kansas City. 
Ft. Madison, Ia.—John J. Haas. 
Bismarck, N. D.—Vincent Cavasino. 
Maddock, N. D.—The Texas Co., 
Chrysler Bldg., New York City. 
Antigo, Wis.—Cities Service Oil Co., 
Commercial Bldg., Tulsa. 


Marion, Ta.— Mid-Continent Petro- 
leum Corp., Cosden Bldg., Tulsa. 

Pierre, S. D.—E. E. Foster. 

Frederic, Wis.—Larson Bros. & Pe- 


terson, Ine., Grantsburg. 





Marshalltown, Ia.—The Texas Co., 
Chrysler Bldg., New York City. 

Lincoln, Neb. — Independent Oil & 
Gas Co., Philtower Bldg., Tulsa. 

Lena, Tl. —Frank M. Doll. 

Centerville, . W. Talbot. 

Jackson, Mich. -M. I. Lutz. 


Munfordville, Ky.—Aetna Oil Serv- 
ice, Ine., Louisville. 

_New Lexington, O.—Fay and Joy 
Newlon. . 


: Fx ast St. Louis, ll.—Phillips Petro- 
eum Co., Phillips Bldg. Bartlesville. 
Colman S. C.—Evans Motor Co. 


November 26, 1930 





Portage, Wis.—Standard Oil Co. of 
Indiana, 910 E. Michigan Ave., Chi- 
cago. 

Cedar Rapids, 
Lincoln, Neb 

Tronwood, ‘Mich.—Jacob Kilponen. 

Lake Mills, Ia.— Shell Petroleum 
Corp., Shell Bldg., St. Louis. 

Nisswa, 1] Martin E. Dullum. 

Bessemer, Mich. — Cities Service Oil 
Co., Commercial Bldg., Tulsa. 

Estherville, Ia. Shell Petroleum 
Corp., Shell Bldg., St. Louis. 

Nassau, N. Y.—Daniel DaSilva. 

Keystone, Ia.—Walter Bernstorf. 

Michigan City, Ind.—John D. Moor- 
man. 

Milwaukee, Wis.—Red Circle Oil Co. 

Orland, andard Oil Co. of 
Indiana, 910 S. Michigan, Chicago. 

Lafayette, Ind.—Indian Refining Co., 
Lawrenceville, Ill. 

Red Oak, Ia.—Cities Service Oil Co., 
Commercial Bldg., Tulsa. 

Red Oak, Ia.—Mid-Continent Petro- 
leum Corp., Cosden Bldg., Tulsa. 

Richmond, Va.—The Whiting Oil Co., 
Clifton Forge. 

Minneapolis, Minn.—Crescent Oil Co., 
1018 S. 2nd St. 

Grant, Neb.—Grant Co-Operative Oil 
co 

Capron, Ill.—Cities Service Oil Co., 
Commercial Bldg., Tulsa. 

New Sharon, Ia.—Farmers’ 
Co-op Oil Co. 


Ia.—Coryell Oil Co., 














Union 


Newell, Ta. — Amandus' Dahlberg, 
Marathon, Ia. 

Minneapolis, Minn.—F. M. Ganley, 
1250 W. Minnehaha Blvd. 

Eagle Grove, Ia.—T. L. Tegland. 





Bloomfield, Ia.—Kinnamon Oil Co. 

Mt. Vernon, Ia. Oil Co., 200 
Bush St., San Francisco, Calif. 

Bismarck, N. D.—Cities Service Oil 
Co., Commercial Bldg., Tulsa. 

South Buffalo, N. Y.—Goodyear- 
Wende Oil Corp. 





Ladysmith, Wis.—Winona Oil Co., 
Winona. 

St. Paul, Minn.—Crescent Oil Co., 
1018 S. 2nd Av., Minneapolis. 

Duluth, Minn.—Crescent Oil Co., 
1018 S. 2nd Av., Minneapolis. 


Cleveland, O.—Carload Gas Station, 
Inec., Buffalo, N. Y. 

Marseilles, Til—Consumers Oil Co., 
1502 Dort Highway, Flint, Mich. 

Minneapolis, Minn.—White Eagle Oil 
Corp., 606 Vandalia, St. Paul. 

Redwood Falls, Minn.—Standard Oil 
Co. of Indiana, 910 S. Mich. Av., Chi- 
cago. 

Aitkin, Minn.—George H. 
Jr., Crosby. 

Clarinda, Ta.—?P. 


Crosby, 


D. Sullivan. 


LaCrosse, Wis. — The Texas Co., 
Chrysler Bldg., New York City. 

Minneapolis, Minn. — Milton Gold- 
stein, 1406 W. Lake. 

Kewanee, Il.—Big Heart Petroleum 
Corp. 

Austin, Minn.—G. J. Voss. 

Madison, S. D.— J. J. Bates. 

Sioux Falls, S. D.—S. FE. Reinius, 333 
W. 12th. 

Hubbard, TIa.—Karl Bekemeier and 


John Ott. 


Sheldahl, Ia.—W. H. Schaudt, Slater, 
Ta. 

Perry, Ia.—D. G. Danner. 

Carroll, Ia.-—Standard Oil Co. of In- 
diana, 910 S. Mich. Ave., Chicago. 


Hullinger. 
Anderson. 


Clinton, Ia.—Dr. J. D. 
Lincoln, Neb.—Albert 


Bulk Stations 


andard Oil Co. 





Susquehanna, 
of Pennsylvania. 

Maquoketa, Ia.—Continental Oil Co., 
Ponca City, Okla. 

New Ulm, Minn.—Fred H. Becker. 

Billings, Mont.—Brown Oil Co. 

Barnesville, O.— The tefiners Oil 
Co., Dayton. 

St. Paul, Minn.—H. T. Becken, 
FE. Minnehaha St. 

Maxwell, Ia.—Home Oil Co., Carroll. 
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Positions Wanted 


SERVICE STATION MANAGER desires new 
connection. Can increase your lubrication and 
oil sales and consequently gasoline. Am now 
gainfully employed. Ohio territory preferred. 
Address Box 614. 


ENGINEER experienced in refinery work, also 
mechanical draftsman. Best of reference. Mar- 
ried. Prefer Ohio or neighboring state. Ad- 
dress Box 615. 


REFINERY SUPERINTENDENT — Who can 
handle any grade crude. Eight years experience 
treating and handling cracked gasoline. Can 
operate and maintain almost any modern crack- 
ing unit. Desires new connection. Best refer- 
ences. Address Box 616. 


TAX AND INSURANCE: On account of mer- 
ger will be available January Ist. Eleven years 
ad valorem tax and insurance experience ; five 
years as tax and insurance commissioner large 
oil corporation. Address C. L. A., 1006 Phil- 
tower Building, Tulsa, Okla. 


Patent Attorneys 





ROYAL E. BURNHAM 
Attorney-At-Law 
Patent and Trade-Mark Practice 
Exclusively 


Continental Trust Building 
Washington, D. C. 











Professional 





L. G. Huntley J. R. Wylie, Jr. 
William J. Millard 


HUNTLEY & HUNTLEY 
PETROLEUM GEOLOGISTS 
AND ENGINEERS 


Grant Building PITTSBURGH, PA. 











Miscellaneous 








WHAT IT COSTS 

“For Sale,” ‘‘Wanted to Buy,” “Help 
Wanted,” “‘Business Opportunities.” 

‘“‘Miscellaneous” classifications, set in 
type this size without border—10 cents a 
word. Minimum charge, $3.00. 

“Position Wanted’’—5 cents a word. 
Minimum charge $1.00. 

Advertisements set in special type or 
with border—$4.00 per column inch. 

Copy must reach us not later than Fri- 
day preceding date of issue. 

All advertisements carried on this page 
are payable in advance. 







































































































Standard Oil Stocks on New York Curb 
1929 1930 Outstanding Par Div. Last Transactions Week Ended Nov. 22 
High Low High Low Shares Value Companies Rate Paid Sales First zish Low Last Change 
ng 
“18% OWT: we | 7 | ear £1 Anglo-Amer. Oil voting stk. ctfs.. 36c Tas » , Serr, ape wale eats aera 
17 19 | eS ee Se £1 do non-voting stk. ctfs....... 36c Mae 5:29 3s ns 8 ws es my eee ss 
2 My 1 % 500,000 N.P. —— ee i. — We@eaeswuns 100 x% 3% % 3% 0 
4 1 1% A 200,000 $50 | ESAS are cok | (lf eee OO! ee Me Peas EVR Meteicet 0 aes 
46 25 25 11% 40,000 25 os eenseaee rere $1S.A. Oct. 15, 30 50 13 13 13 13 + 13, 
74 55 69 43% 200,000 50 Buckeye Pipe Line Co........... $1Q Sept. 15, 30 600 4434 4434 43% 43% — 1! 
10 =130 184% 100% 120,000 25  Chesebrough Mfg. Co........... 1$1Q Sept. 30, 30 500 109% 113% 10914 113% +13), 
al ae a |. * Se ee N.P. Creole Petroleum Co............ ian 0 -_ eee eee 6,900 3% 3% 3% $348 — \4 
75% 40 653% 23 30,000 $50 Cumberland Pipe Line Co....... $10 — 16, 30 50 23 23 23 23 — 2 
70% 42 4% _ ay rood ay | nee pve ese ere $1Q ov. 1, Ro 7 . " 7 —2 
baw Rane 6 \% : SPCR Ter GOED, Wilkes ss ccc cccce ca Meenas 0 
ics me 3714 re rere N.P. General Petroleum Corp. w.i..... cies  ceeieteeda) © _lteeiaiors ees | ace aan oe De Sore 
128 74% 119 69% 2,974,645 $25 Humble Oil & Refg. Co $50cQ Oct. 1, 30 4,000 72% 72% 69% 71% — 3 
41 22 30 15% 26,490,741 N.P. Imperial Oil, Ltd......ccesecses 12%cQ Dec. 1, 30 10,600 17% 18% 16% 17% —1 
42% 26 41 2134 300,000 $10 Indiana Pipe Line Co........... 50cQ Nov. 15, 30 300 22% 23% 22% 22% — 7 
29% 15 24 133% 14,247,880 N.P. International Petroleum Co...... 25¢ une 16, 30 13,100 14% 15 14 15 + 3 
25% 10% 22% 13 09, $12% ee eg «a 25cQ une 16, 30 1,800 13% 15 13% 14% +1 
17% #10 21 10% = soo 10 New York Transit Co........... 40cQ Oct. 15, 30 1,500 14% 1634 14 15% 0 
63 41 54 30 000 50 Northern Pipe Line Co.......... 2S.A. July 1, 30 100 30 30 +30 30 1 
105% 103% 108 103 600. ‘000 TO SOMO ON BEES no nbc vscccccsecns $1.50Q UnOG TG, 30 <cisss ar ae i avg Leet 
44 18% 32 15% 400,000 Zo Penn Beck. FOG Go... scccvecsces 1 Mee 20, 30 1,000 16 17 15% 16% + } 
50 29 33 7% 160,000 Zo «© Boler Reser Co... 5.0000 ccccss $1.25S.A. Dec. 7 29 500 7% 8% t7% 8% 0 
23% «13 20% 9 100,000 10 Southern Pipe Line Co.......... 5 lec. oe eo tee eave bes : 
60% 35% 45% 22 1,200,000 29 "BOWEN Rene Cl by 66 cscs vceees 50cQ Sept. 30° 30 1,400 2434 2434 24 24 — 
70 45 64 32% 35,000 50 Southwest Pa. Pipe Lines........ $1Q Oct. 1, 30 50 32% 32% t32% 32% — 6 
63 45 59% 35% ~ 16,850,587 2D) AO MINORS 5s 6.5.0 0:4 wre es wae 62%cQ une 16, 30 33,500 38 38 36% 37 — 
46% 29 40% 20% 2,577,124 BD Bh 0D PRIOR « 5.cs or bvicncaeaee 0cQ Jane 30, 30 30,800 23 244% 20% 24 —- 
50% 40 48% 35% 188,159 ee ee 162%cQ une 20, 30 200 37% 37% 37% #37% «+ 
129 60 108% 50% 560.000 ie & SS Sere eee 624%c ee. iI, 450 56% 8 56% 58 + 2 
Sa ‘ bits . 120,000 100 ey ee eee SS 200 103 103% 103 103% + 
124% 113% 122 115% 70,000 100 tu | Sr earns $1.75Q Sept. 2, 30 180 11534 116 115% 115% — 
18 5% 10 4 34.158 25 Swan Finch Le ee ere ae ~ SS . Cr rr Salis \eaean) -rueeiiads 
133% 75% 97% 59% 5,139,887 i So ae $1Q une 20, 30 16,000 64 66% 62% 64% 
*New high tNew low TAlso extra 
Independent Oils on New York Curb New York Bonds 
: Week Ending Nov. 21 
1929 930 Par Transactions Week Ended Nov. 22 
High Low High Low Value Companies Sales First High Low Last Change High Low Last Change 
we \% % * $1 Amer. Contr. Oilfields  ...... Rn, 9 ee ee eS 
8% 1% 4% 5% 5 Amer. Maracaibo..... 4,100 1 1 % % 0 Asso. Oil gold 68........ 10234 102% 10244 — 
4% 1 1% 1% CGC ccaccireh es  wseataon oka wie ee nee Atlantic Refg. deb. 5s... 101% 101 101% + }, 
26 3% 16% 5% N.P. Arkansas Nat. Gas... 1,100 7 7 6% 6% 0 Cy ees BOs voi eevee oe 97% 97 97% at 
24% 46% 16% 4% N.P. do Class A....... 15,300 7 7% 6% 7 — M Cal. Pet. 54s.......... 100% 100% 100% 0 
BP BLE AB. adegitececge: ME hc BER eo HE eto” HY 
Ke ritis merican mas. / esteem eeee cans ee ‘tee ewes umbie 1 erg 8.. Y 
4% % 2% % "M Carib Syndicate..... 1300 i 1 i) i + Humble Oil & Refg. Syés 10284 102% 10214 0 
68 20 444, 16 N.P. Cities Gervice........ 185,800 21 21 18% 203 — % Pan Amer. P & T - oe 102% 102% 0 
99% 84 93% 52 100 eee 2,100 89% 90% 89% 89% — \% Pan Amer. P. & r a: 80 72 7914 + 
94% 8 89% a” a 4 ae ay cea 100 7% 7% 7% $74 + ame A oh Faeener - 92% gi% Hedy) + 
SO CEEscace6 52 vce pea, — nee as mee he Oe ure Oj ee A 4+ % 
1% \Y 4 1 Colombia Syndicate. . 1,800 a yy te Yet % ~~ Pure Oil SMs........... 95 9334 95 0 
15 3% sk Hs, sf. — On Comp. me 1,700 218 243 12% 2% — 3s Richfield Oil Calif 6s.... 7734 7 74 —3 
vr eos , ‘ws olumbia Oi oe 4,400 74 , — k e nion Oil 58...... —l 
iisg "23% 5% 2. 16 Consolidated Royalty 300 2% 216 21% 2% — %% Shell Union Oil with war. 87 86 86% — 1 
135 42 74% 1% N.P. er a el Bis ccc cs 1,200 3% 3% 2% 2%; — i Sinclair Con. Oil 7s..... 101% 100% 100% — * 
= a " 56% By c ° vs peesgane' + 100 10 aM 30. 30. ts —— —_ = wg om 1018 10130 ots — i 
4 A ors rown Central Pet.. 14,800 &% K% inclair Con. Crude 54s 4 e+ 
Hy $1 cau vee ao —— a SeeRECESee | cease ay te Spey ure sie,» Mew areeee Skelly Oil Stas. Pere: = a7 re sa 5 
aie am SE Re eee ie. hte eas ee satus elly Oi iced cmeew yR— 
26 rs 13%8 4%, E3 — Petroleum..... 600 6 6% 6 6% + XK : 2 7 1” wv sclvshes aire me = 04 — 1 
a ee gt oy es eagle eee sii. Geteles demaiey eraisie, “ anavetnana i; oh Ye “ee rere _— 
ii 12 46 NB Derby Oil & Refg.. 400 48 “48 4H “45h "HK Transcontinental OW 648 ne : , 
& a DUMEEGGGESsa5eSe. © oecexs Gisinig toe 7 See eee Galeenee WS fi ss 6-010 vio Wak 6 eeane'e 4 K% 
Poe nae 12 12 Te ee Se eS ee oe Sau minh eahate ‘Tapperoaniagnnet Oil 6%s 
209 —=—s«115 166% 75 $25 Gulf Oil Corp........ 4,500 79%, 803% 77% 79% — %&% - EE a 100% 100% 100% + 
7 1\% 7 ae gy a a ale 2 ae ee ae eae eee Union Oil of yw e e 10134 izete 1064 + 
— sa yy a. ndian Territory A... 600 20% | 4 — &% nion Oil of Calif. 5s + ! 
Oe. eee 400 20% 205 1934 1934 — % Union Oilof Calif. 5s war. 97 96% 97 | 
38 is 1% iif nN +4 eg seer Pet.. Fo 2 2 i 1s + 0” Warner-Quinlan 6s...... 50 49 50 ( 
a P. irby Petroleum..... \ ly \y 4 
y% 4 Pe d Oi aot 1 1 
38% 18 29 6h NP Lon Oil Relp. 700 8, 85% 8G BKC if New York Curb Bonds 
67% 28 55% 20% NP. Lone Star Gas....... 6.300 2516 26% 24 25% 0 
a “ 514 $25 MacMillan Petrol... sea Siiaruoe Pega oy ree Week Ending Nov. 21 
4 \y agdalena Syn iene is : eit) Jaceeace 
3814 * ,* ae N.P. Margay Oil... aks a aa a _— o High Low Last Change 
6% re exico io Sl. .... 100 1% yh 1% 1%— : 
sac sce 41% 236 NLP. Middle States A v.t.c. 400 3% 314 3% 38% + % Beacon Oil 6s'36....... — 
3 leelCU,lCU ee a eke... 200 1% 41% 1% 1% — Y% Cities Serv. 50 °66....... +, amt tee 
42 8 36% 7% 5 Missouri-Kansas P.L. 5,300 834 8k 84 8i4 0 Cities Serv. 58 ’50.. ont 86% 83% 83 o 
1% \% a % 1 Mountain & Gulf Oil. . 200 v4 3% a4 3% 0 Cities Serv. G. 54%s 42.. 88% 86% 86 %4 —1%, 
22% #7 12% 5% 10 Mountain Producers. . 1,400 53% 6 53, Si + % Cities Serv. G. P. 68°43. 9234 92 92% — '4 
43% 24 41% 233 N.P. Nat. Fuel Gas....... 1,900 25% 26, 2534 25% + $4 Cont, Oil 524s °37......- Ss 2. fe 
5 2% 36 13% «$5 New Bradford Oil... 100 1% %I% %I% 1% + 4% EmpireO& *R5M40°42.. 87) 8585 — 14 
4% 3% $34 #2% 10 New England Fuel... te ea oa agar” ee ete a ra: = K 4 see eee eee ta 10136 carte = 4 
24% 11% 16% 4 25 N. Y. Pet. Royalty... oti aithin, Weta Gu ee ase 88 «6:0 a <a 
1814 6% 11% 3 N.P. North Central Texas 700 43% «4% «4% «94% + % Indep. Oil 6s °39........ ior ioite 101s °C 
19% is, 11% $ N.P. Oilstocke ia ki 2000 Sk «5k: OS 5 — % Sun Oil 5%s : 102% 101% 101! 
268% 12% 1916 8% NIP. Pacific Western Oil... 600 9° (9% “9° “OM YR Oj | Di id d 
318 i$ 246 4 N-P. Pandem Oil......... 4000 *& & Mw ot 0 1 iviaenas 
10% 24% 4% 1% N.P. Pantepec Oil....... 2,000 134 1% T1% 1% 0 
33% 17 3 1988 Ray —— — B. ctfs : : ; Ravan 2 wie hearin Stoc 
4 etroleum Corp...... : : a pie aes 
‘oh of sha aT — a es a 500 =6«14%G 1% “ yy R. ; + ‘6 a ee See 
% P. ymouth Oil........ 800 19 195 9 a — oe A ae. 
16 9 10% 5 ‘$5 Red Bank Oil........ ae . ae, ee a fee me 
8% «61% COS 1% N.P. _ Reiter-Foster Oil..... Lie See GR” Sa 1 4% do stock m........:348% Jan. 1 Dec. 15 
4 M +4 2354 4 . : peg oF Oil pfd. “ 400 13 13 13 is — %& do pfd. & pref. BB m. 50c = 1 Dec. 15 
A “Es oot Refining pr. pfd. : , ats ere : [ ‘ 46 
11 3 8% 2 N:P. Ryan Consolidated. i 3% 3h OK OKO ATR | |6CLR 
5% 1% 2% %%& 10 Salt Creek Consol... 400 1% 1% 1% Ih 0 National Transit q......25c Dec. 15 Nov. 29 
3340 4 13% Hi 4 _ Creek EL Doped 1,500 7 7% 6% 7 % New York Transit q . .40c Jan. 15 Dec. 23 
“8 reveport Ei Vorado res <a aiseetele Northern P. L. s. a..... $2 Jan. 2 Dec. 15 
pat once 39 39 25 Signal Oil & Gas A.. oe ae Sais Weer “He c y 
: °); 2 + ee eee eee. 1000 “Rig Big Big 8 HH ak. <_< ch Eee 
12 4 10 346 5 Sunray Oil... . 3,200 3% 3% 2 7 — oo Line q...... 75c¢ Dec. 31 Nov. 3 
ai Hh, + $7 we et re & Land te 300 +=#+10 1034 10 10 +-+ §& = tr... ....50c Dec. 31. Nov. 3¢ 
‘a enezuela exico .  . 2% a aew 104 g 
gg I 446 1K § Venezuela Petroleum 00 i 1H 1K IK ~"X Shell Union Se ied RET 
7 oodiey etroieum P 6 e8the” e k 40 Dec. eT 
5% 4 2% % NP. Y Oil & Gas...... 100 MeO os \ 0 S ys ‘Kentucky @ 206 — a i 15 
*New High tNew Low Texas Corp. q... 75¢ Jan. 1 Dec. 5 


NATIONAL PETROLEUM NEWS 


